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THE KIRKWOOD SENIOR HIGH SCHOOL 
typical example of the new campus type school 
il its buildings, sprawled over 40 acres, long banks 
steel windows will permit maximum light and 
„ beauty of the campus to be brought inside 
l'he architects, William B. Ittner, Inc., speci 
fied steel windows extensively. In all there 
will be 342 steel windows in the large aca 
demic unit, 52 in the science unit, 62 in 
the cafeteria and 160 steel windows in 
the gymnasium. Windows are by 
Mesker Bros., St. Louis, Mo. Here 
two Rallo workmen are installing 
one steel window section in a 
continuous bank 


“Vd rather 
work with steel windows," 


says Mr. Leo Toomey, Rallo Contracting Co., St. Louis, Mo. 


Mr. Toomey, job superintendent for during installation. Once they're in 
the new Kirkwood, Mo., Senior High there's no other window that can take 
School, has worked continuously in the the beating students can dish out like 
building industry since 1908. He ha steel. Whether it's workmen, students 
had a great deal of experience in han or weather, these windows stand up 

dling all types of windows. That's why "Beside: 


: there is nothing as good 
he speaks with conviction when he says 


looking in this type of construction a 

'Sure I'd rather work with steel win a steel window. And they stay at 
dows. There’s not another window that tractive. Another thing, the economical 
can be installed as quickly and easily price of steel windows, plus on-the-job 
They never mean delay on a job. We labor savings, is very important when 
get them 'true' and they stay that way it comes to making a bid 


Lock for this label—it For more than forty years United States Steel has been supplying windou 


is your assurance that manufacturers with spe« ial rolled sections of high-grade open-hearth steel 
the windows are mode 


frem quality steel t 
UNITED STATES STEEL CORPORATION, PITTSBURGH (OLUMBIA-GENEVA STEEL DIVISION, SAN FRANCISCO 


TENNESSEE COAL & IRON DIVISION, FAIRFIELO, ALA UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


USS STEEL FOR WINDOWS 


T ARAU “CS FAT t5 $T 5581 
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When architectural design has attracted 

prospective home-buying families to the 

doors of the houses you build to sell, see that 

the most important sales clincher of all greets 
them there... beautiful, wanted Cloud's Lockwood 


Ook Floors! No other oak flooring is Lockwood's 
OAK FLOORING 


equal for gracious charm and inviting hospitolity! 
WITH THE NAIL GROOVE 


Saves You Up To 35% In Laying-Through-Finishing 


Here is one instance where beauty and quality ore evenly 


Kiln-drying and precision-milling are important factors in 


matched by economy. You get the luxury, the rich color and 
grain that ere so outstanding in Ozork mountain-grown ook 
and at the same time Cloud's Lockwood Oak Flooring is 


designed and manufactured for installation at labor savings 


vp to 35%, according to actual figures released by leading 
contractors! Lockwood Oak Flooring goes 


down fast, fits snugly, lays and stays straight 


making lockwood your logical ook flooring choice. So is 
tempering, whereby special steam treatment takes out all 
stresses and strains, Then, there ore the double hollow-back 
design and the nail groove feature. And only Cloud plants 
have the "splinter clipper," which eliminates that annoying 
chip or spur to speed up loying and help the profit picture! 
In all ways Lockwood is always better oak 
flooring! 


QUALITY 
OAK 


SEE YOUR LOCAL DEALER t 
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~ MULTIPLE 
| MESH FILTERS © 


for pryme 


Ventilating 


Fans! 


another Easy-to-See 
Easy-to-Sell Feature 
of Preyme BLO -FANS 
and AEROFANS! 


remember, too, only 


Blo oe 


has this blade! 


Multiple-mesh filters now make Pryne Blo-Fans and 
Aerofans even easier to clean — more popular than ever 
before! Simply snapping in behind the grill, the washable 
filter keeps blade and motor cleaner 


Available as a separate unit, filters are available for all 
models except Blo-Fan No. 206. 
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BOX 690, POMONA, CALIFORNIA 


0) 
E 


c 
— 


Pleere send term b Pryne Blo-fan and Ae 
dene 


om per y 


— —— 


*. tate 


— q 


| 
| 
| 
= 


AMERICAN BUILDER 


AMERICAN BUILDER 
NORTHERN EDITION 


The Opportunity Page 


(Keynote page of the AMERICAN BUILDER, which is opportunity cover to cover, advertising and editorial) 


Supermarket technique 


Prospective home-buyers who can't 
make up their minds about which 
model to settle on are finding it easier 
in Bergen County, N. J. Veteran 
builder Ralph Carletta uses a super- 
market technique: he offers four 
models on each corner of an intersec- 
tion in his tract. By standing at the 
intersection, home-buyers can judge 
each by easy comparison with the 
other, the way you'd judge steak 
against steak at a meat counter. Car- 
letta says he saves his time and their 
legwork. 


$65 billion industry 


Economists usually underestimate the 
size (magnitude's the word) of the 
whole construction industry. Latest es- 
timates for 1956 place it even higher 
than our own ovember forecast, 
make your opportunities for good 
business in 1956 even brighter. That's 
because new data has come to light on 
modernizing, repair and upkeep for 
1956. Famed economist William C. 
Bober says it all adds up to a total 
market of $65 billion! (No wonder the 
government will see to it that nothing 
happens to upset America’s #1 indus- 
try!) 


Opportunity next month 


You know, of course, that next month 
the government will officially label 
1956 as Home Improvement Year. But 
do you know that Lu-re-co has pre- 
pared a booklet to help you capitalize 
on it? It’s called “Add-a-room” and it’s 
tied in to all the publicity that will 
make customers in your area think 
about remodeling needs. Write for it 
fast. 


One trillion! 


Smart builders will think twice before 


American Builder i» published by the SIMMONS 
BOARDMAN FUBLISHING CORPORATION E 
mett Bt, Bristol, Conn., with editorial and è 
ecutive offices at 30 Chureh. BL, New York 7. NY 


they plan for “adequate wiring” in 
1956 houses. According to the wiring 
people, electrical consumption in 1963 
will reach one trillion kilowatt hours 
compared with the present 540 million 
k.w.h. New home buyers, well aware of 
their increasing dependency on elec- 
tricity, are even now asking if houses 
have enough circuits to take care of 
all the new appliances (not to mention 
electric heating) at maximum effi- 
ciency. 


Tie-in opportunity 


Builder Dan Ostrow has a real angle: 
in collaboration with The Hecht Co. 
department store, which has a branch 
in Silver Springs, Md., Ostrow tied-in 
his new Silver Springs development. 
Result: a contest, All you have to do is 
visit the house, pick up an entry blank, 
write in 25 words “I like to shop in 
Silver Springs because. Ostrow's 
ace-in-the-hole: you can't resist the 
house even if you don't win it. 


Speaking of remodeling 


A builders office is his castle. That's 
what Sponseller & Sons, Los Angeles, tell 
us. They remodeled their office, after 60 
years in the building business, and upped 
their "drop-in" trade from $50,000 a year 
to $100,000 a month! Have you thought 
about the opportunities that come with a 
face-lifting on your own front door? (Our 
article on Sponseller is in this issue.) 


Brick: solid opportunity 


Thirty-three out of every 100 single 
family homes being built today are 
made of brick, according to the Struc- 
tural Clay Products Institute. That's a 
14 percent increase over last year’s 
figure. Best market for brick; the 
$7,000 to $10,000 income group. Brick 
máy be the sales-plus you're looking 
for in planning 1956 houses. 


Arthur J Metinnis nd Business Manager Edward G. Gavin, Vice 
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Floor to 
Ceiling 
Closets 
SELL 
HOUSES 


, 
Glide-All Sliding Doore make large 
floor-to-ceiling wall-to-wall wardrobes, 


with cost-aaving construction. Home by 
Hyland Builders, Chíeago 


For More Spacious Living 


lg Glide-All Doors provide better living facilities in 
today’s construction. More and more architects and 
builders are discovering that Glide-All Doors are the low 
cost way of giving home owners plenty of easy-to-use 
storage space. Their modern simple design eliminates con 
struction time and costs. They make extra storage space 
where it's needed moet wall-to-wall floor-to-ceiling 
wardrobes, full height hallway closets, entranceway guest 
closets, and in many waste space” areas. Smooth-rolling 
trouble-free Glide-All Doors make ideal room dividers 


Use Glide-All Sliding panele aa room 
dividera for more flexible living as i 
the Trudy Richarda Truet Homes built by 
Weise Construction Co., Beverly Hilla, Calif 


Glide- All 
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Glide-All Doors are engineered trouble-free and are quality 
built. They are ready to install in 8' and 6'8* heights in a 
variety of standard widths, flush or recessed panel types 
Write today for specifications and full details 
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Io the man whos 


thinking about 
buying a new truck: 


missing something... 


And what you're missing is 
more than maybe,“ it's for 
sure — if you haven't yet visited 
your Dodge truck dealer. 


-> Do you want to miss a 
rock-bottom price? Perhaps you 
haven't realized that Dodge 
trucks actually cost less than 
you'd pay for corresponding 
models of most other makes. 


Do you want to miss power 
80 high it leads the field? Con- 
sider this: with engines of 169 
to 175 horsepower, Dodge over- 
powers every other leading make 
of truck in the low- and medium- 
tonnage fields, 


-> Surely you don't want to 
miss the many advantages of 


*Job-Rated." Because all units 
from engine to rear axle are 
engineered and matched for a 
specific job, the Dodge truck 
you buy is exactly right for 
your business. 


> You don't want to miss 
Dodge safety —which includes 
the biggest wrap-around wind- 
shield of any truck on the road, 
the shortest turning radius. Or 
Dodge superior cab comfort . . . 
Forward Look Styling. 


In short, you get a whale of 
a lot more truck for a good deal 
less money than you think! 
Stop in and see your Dodge 
truck dealer right away —don't 
miss anything! 


DODGE >r TRUCKS 


WITH THE FORWARD LOOK XE» 
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The Salesman that sells 
in your kite 


Are You Traveling - 
with the Trend ? — How number of Electric Ranges 
oe — i e ae — , muse has more . than 
ye chart shows that the number 

of Electríc Ranges in American 1948 5,840,000 tripled n years 
homes has more than tripled dur 1949 6,706,000 (Mumber in use 
ing the past 9 years. Follow the 1950 8,195,000 end of year listed): 
trend! For quicker sales, install 1951 9,350,000 
S 1952 
you build! 1953 11,200,000 

YVES / 1954 D | 


7 leu, Source: ELECTRICAL MERCHANDISING eee Statistical and Marketing issues 
MECTAIC RANGS SECTION 
Matiane ttectrinet 


Menutiorturers Association » 188 Beet 44th Street, Now Tork 17, M. Y. o ADMIRAL © AMERICAN KITCHENS « CROSLEY ¢ FRIGIDAIRE + GLOBE 
» AMERICAN BUILOER 


“When anyone asks me why Oak Hill 
Village homes sell so readily, the answer is 
simple Builder Arnold Hartmanr 
of Newton Centre, Mass. “The reason is 
that these homes offer utmost value to th 
prospect purchaser. All-electric equip 
ment cluding modern Electric Range: 
combined with good design and 
struct nake them a good buy 

tl 


Builder Nathan Manilow of Des Plaines, 
III., says: We recently completed one of 
the most tstanding sales ever accom 
plished by the Manilow Construction 
Company, by selling 500 moderately priced 
homes in Des Plaines Villas in nine months 
The sale price included four electric ap 
pliances, one of the most important being 
the Electric Range 
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A, 
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4 “We put a placard on the Electric Range in each 
model house to show that it's included in a// our 
new houses," says Builder Michael Campanelli of 
the Natick Building Company, Natick, Mass. 
“We consider the Electric Range a most important 
selling feature. It always attracts the ladies. We 

Z- always have house sales ‘cooking’ with the help of 
— > i 
— this appliance 


There's nothing like learning from experience - that of other builders as well as your 
own. One fact stands out wherever you go. Builders are using Electric Ranges to 
help them sell their homes. This appliance works as a “salesman” for you because 
women want it. They know it will save them time and effort, and help them to cock 
better meals. They know it offers them clean cooking, as well as ease of operation 
—and a cool kitchen, too! 


Another important point to help sell your homes: A modern 100-ampere, 3-wire 
service will provide ample capacity for the Electric Range and will take care of 
other appliances for modern living—now or in the future. That's another 
advantage to feature! 

— 


ELECTRIC RANGES help sell houses! 


GENERAL ELECTRIC © HOTPOINT » KELVINATOR + MAGIC CHEF + MONARCH « NORGE o PMILCO gc ESTATE © STIGLITZ o INFRA-AME o TAPPAN + WESTINGHOUSE 
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WOOD WON'T ROT WHEN IT'S 


DRE fungi, which break down the substance of wood 
are microscopic and abundant. But they need WARMTH and 
DAMPNESS to develop. Dampness will also peel off paint, 
crumble plaster, cause iron and steel to rust 


Some insulations can promote and retain destructive condensa- 
tion inside walls and other structural spaces. Warmth and vapor 
can flow through asphalt, paper, plaster and most building mate- 
rials, including ordinary insulations. Vapor condenses when, upon 
striking a colder surface, the air reaches a dew-point. 


An empty space, the best insulator against heat flow by Con- 
duction, does not prevent heat flow by Radiation and Convection. 
Of all heat transferred through structural spaces, about 5096 to 
80% is by Radiation; all but about 7% of the rest is Convection. 
The surfaces of multiple accotdion aluminum sheets have a reflec- 
tivity for heat rays of 97%; absorptivity and emissivity of only 
3%. The aluminum and fiber layers retard Convection. Conduc- 
tion is slight through the preponderant low density air spaces. 


The tough aluminum sheets in multiple accordion aluminum are 
almost completely impervious to water vapor, and are long and 
continuous. Infiltration under flat, stapled flanges is slight. 


Where multiple accordion aluminum is used, fortuitous vapor 
and water (for instance rain) which intrude into wall and similar 
spaces will gradually flow out as vapor through exterior walls and 
roofs as pressure develops within, because vapor flows from areas 
of greater to less density. The vapor cannot back up through the 
continuous, almost completely impervious aluminum, so it flows out 
because exterior walls and roofs have substantial permeability in 
comparison to aluminum, far greater than the required 5 to | ratio. 


To obtain maximum uniform depth protection against heat loss 
and condensation formation, it is necessary to use edge-to-edge 
multiple aluminum, each sheet of which automatically stretches 
from joist to joist 

The U.S. NATIONAL BUREAU OF STANDARDS brochure: 
"Moisture Condensation in Building Walls," discusses vapor and 
heat flow, and the causes and prevention of condensation. Use the 
coupon. Get a copy at our expense. 


COST OF EDGE-TO-EDGE INFRA 
Multiple Aluminum Insulation 
installed in new construction between 
wood joists, material and labor 


Type 6-PS about 10¢ sq. ft. 
Type 4-PS about 8¢ sq. ft. 


SSSSSSSSSSSSSSSSSSSSSSSSS22 8888888884 
Infra Insulation Inc., Dept. B-12 
525 Broadway, New York, N. Y. 


O Please send FREE U.S. Bureau of Standards 
Booklet BMS63 
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SMALL TALK 


CADILLAC INCLUDED? 


To defeat New York State's 
proposed expenditure of $1.7 
billion for public housing, Brig. 
Gen. George L. Bliss, president 
of the Federation of New York 
Taxpayers, Inc., suggested in 
print that the state could still 
save millions a year if it gave 
occupants of every state-sup- 
ported public housing project 
a new home, a swimming pool 
and a new car. 


LOW COST COMFORT 


The idea: Can an average-size 
home anywhere in the U.S.A. 
be heated and cooled for $10 
per month? The test: a two- 
year program involving 100 to 
125 homes in 20 cities. The spon- 
sor: Owens Corning Fibreglas 
Corp. Leok for further details 
in American Builder. 


THE LEGION LOOKS AHEAD 


The G.I. Bill, as you know it, is 
due to expire in 1957. But not 
if the American Legion has its 
way: at its recent Miami con- 
vention, the Legion voted ap- 
proval of a resolution to con- 
tinue it for three years. 


BEHIND THE TIMES 


Unbelievable: most of the local 
ordinances in “progressive” 
Westchester County, New York, 
forbids prefab schools . . de- 
spite the need. 


NORTHERN EDITION 


HAVE YOU NOTICED A TREND away from 
ranch houses and to the more traditional 
northern two-story ? It was pointed out by two 
northern realtors at the recent NAREB con- 
vention in New York City. “Ranch houses have 
been overbuilt,” advised Schenectady, N. V., 
realtor Ruth M. MeElhose. Women are get- 
ting tired of walking miles around these 
spread out one-story homes." Rochester, N.Y., 
realtor Lewis W. Gibbs agreed: “In a one-level 
house, when you have a party, the kids are al- 
ways in your lap. In a two-story home, you put 
them to bed upstairs." 


THE CHAMBER OF COMMERCE of The 
United States agreed with the forecast that 
American Builder brought you in November. 
"Despite forecasts to the contrary, construc- 
tion in 1956 should top this year's all-time rec- 
ord," the Chamber says. "Even residential 
construction, most affected by credit restric- 
tions, will not miss this year's record of an 
estimated 1.3 million starts by as much as 
100,000 units.” 


SPEAKING OF CREDIT RESTRICTIONS, 
Administrator Albert M. Cole, Housing and 
Home Finance Agency, is assuring builders 
that the FHA will not hesitate to ease the 
recently imposed tightened credit regulations 
“when and as conditions recommend.” Ameri- 
can Builder's prediction: they'll be eased if it 
looks like we'll have less than 1.25 starts next 
year ; first sign will be an extension of the 25- 
year payment period back to 30 years. 


HAPPY DAYS AHEAD: Minimum property 
requirements, now undergoing a thorough 
study with a view to revision, will soon be 
clarified and standardized in a single publica- 
tion. They are currently published in 28 sepa- 
rate volumes. So says FHA commissioner 
Norman P. Mason to whom American Builder 
directs three cheers. 
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Stainless Steel Cabinet Sink—economical stock unit with a "custom" look 


HOW TO Cut the Now à 


FROM FHA AND DELIGHTED OWNERS 


Design features of Republic Steel Kitchens can help you get top 
money for your homes from both financing organizations and buyers, 
In this kitchen, for example, trend-satisfying built-in oven and surface 
range units are housed in Republic stock cabinets—storage space below 
gets maximum FHA credit 

Republic's big, broad line gives you real planning flexibility. And, 
as a leading producer-fabricator of steel, Republic assures you true 


quality and economy, dependable delivery. 


THE "HOW 


Republic Steel hitchens 
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Contest Winners 


... 1AM HIGHLY HONORED 
TO RECEIVE YOUR GRAND 
FIRST AWARD AND WILL BE 
ON HAND TO PERSONALLY 
RECEIVE SAME AT NAHB 
CONVENTION IN CHICAGO 
. . AWARD HAS BEEN 
A GREAT STIMULANT FOR 
OUR ENTIRE ORGANIZA- 
TION. 
—N. O. Simmons, N. O. Sim- 
mons Building Co., Inc. 

San Antonio, Tex. 


I received your telegram today re- 
garding Kinney Leonard's second 
award in your contest . . . The 
radio stations have given it tre- 
mendous support on their news 
broadcasts; the TV stations have 
(and will again tomorrow) 
viewed pictures of the Westwood 
prize winner . . . and tomorrow 
Kinney Leonard will be inter- 
viewed. (Local papers) will run 
stories in the regular new 
—Bill Wurster, The  Taskett 
Agency 

Seattle, Wash. 


There's not enough space to print 
all the response to American Build- 
ers National Home Week contest, 
But we do show most of the winners 
in this issue, starting on page 51. 
e+» The Editors. 


Timed Right 


. | was most impressed with 
your article “Keep building com- 
missions in their place” (July 
editorial). I would very much ap- 
preciate a dozen or more copies 

. $0 that I can make them 
available for Contra Costa Plan- 
ning Commission and the Board 
of Supervisors as your article fits 


Impact 


our current problem almost to a 


Kermit L. Lincoln, Lincoln De- 
velopment Co. 
Lafayette, Calif. 


We don't believe that any building 
commissioner or his staff can, even 
if permitted to do so by legisiation, 
determine the best allocation and 
development of land. This is a mat- 
ter for an association of all inter- 
ested persons... . Ed Gavin, 


Houston on Parade 


Your five-page coverage of the 
Houston “Parade of Homes” in 
the September issue of American 
Builder was a masterpiece and we 
have heard many fine comments 
about it . 

—Conrad (Pat) 
ton 


Harness, Hous- 
Home Builders Association. 
Houston, Texas 


Impact on Builders 


. On the writeups that the 
American Builder gave us on our 
single lever mixing faucets several 
months ago, we received more in- 
quiries from your readers than 
any other publication . . . Your 
publication is an excellent media 
for informing progressive builders 
of progressive items. 
—John J. Russell, 
Manufacturing Corp. 

Westbury, I. I., New York 


Gyro Brass 


Best Home Week Ever 


.. . We just completed our (Na- 
tional Home Week) promotion 
for this year with greater reaction 
than any year in the past. Our 
members are so well sold on this 
great promotion that they cannot 
speak too highly for it . . . As the 
father of the idea we felt you will 
be interested in the growth of 
your baby. 
Lawrence W. Nelson, Minne- 
apolis Home Builders Association 
Minneapolis 3, Minn. 


This page started it 


American Builder, leading voice 
of the nation’s building industry, 
pays a 20-page editorial salute to 
the gas industry in its September 
issue . . The original idea came 
from a discussion between our 
group and Wm. Rodd, Western 
Editor of the magazine. The proj- 
ect then went east to American 
Builder's headquarters and the aid 
of AGA and GAMA were en- 
listed . . . Summed up, it is prob- 
ably the finest tribute ever paid 
by a national magazine to the 
sales activities of the gas industry. 
—From Management News Let- 
ter, published by the Southern 
California Gas Co. 

Los Angeles, Calif. 


| would appreciate your firm 
sending me ten copies of the Sep- 
tember issue . . . which includes 
the twenty pages of the all gas 
promotion. | think this is one of 
the nicest promotions | have seen 
in recent years in any maga- 
zne... 
—John Eckl, Laclede Gas Co. 

St. Louis, Mo, 


We wish we had space enough to 
print all of the mail we received on 
our “gas issue”... . The Editors. 


AMERICAN BUILDER WELCOMES YOUR IDEAS. We'll print them on this page if you write them in a letter. 


include photographs or drawings if you have them, We'll not use your name if you feel strongly about it, 


Pian windows for beauty 


arid weatherproof comfort 
¢ 


Residence in Minneapolis. Thorshov & Cerny, Inc., architect 


There's delight in winter beauty, plus protection from winter 
blasts, in homes you plan or build with Andersen WINDOWALLS, 
As windows they let in sunshine, fresh air, the view. As walls they 
provide year ‘round protection against cold, dust and moisture. 

For complete information see your lumber and millwork 
dealer, Sweet's Light Construction File, or write to Andersen 


WINDOWALLS are sold throughout the country including the 
Pacific Coast 


ANDERSEN CORPORATION « BAYPORT, MINNESOTA 
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= Andersen Windowalls 


CALKING & 


GOIN’ GREAT GUNS — 
The "Original" CALKING LOAD 


Dressed upina 


BRIGHT NEW LABEL! 


Here's the fastest way to calk cracks around windows and 
doors. M-D SPEED LOADS are available in Off-White or 
Pure White Color. Also available with or without Plastic 
Nozzle. Off-White Load shipped without nozzle unless 
specified. Meets Federal Speciflcations TT 598 
(Grade 1) 


10 h 
LOADS 
TO ; 
CARTON 
Packed 10 SPEED LOADS to a carton or in 
cases of 40 loads. 


CG-4 SPEED LOADER 
werks with all types of 
cartridge leads. 


CG-3 STANDARD for bulk 
er loads. Furnished with 
% nozzle. 


— 
MACKLANBURG-DUNCAN CO 77 


OKLAHOMA 


OKLAHOMA CITY 1. 


GLAZING COMPOUNDS 


with BUILDERS and DEALERS 4 


HAND SQUEEZE TUBES 
for small jobs 


No gun needed. Simply remove cap from built- 
in nozzle, fasten key over crimped end, turn 
key and start calking. Here's a fast-moving item 
for over-the-counter sales. Packed 12 tubes in 
a handsome Silent Salesman" display carton 
that can be quickly set up on your counter. 


M CU CALKING COMPOUND 
in Bulk—Knife or Gun Grade 


Off-White Color available in knife grade or 
gun grade, Pure White Color available in gun 
grade only. Off-White shipped unless White 
specified. Gun grade meets Federal Specifica- 
tions No, TT-C-598 (Grade 1). Available in 
Va pt., pt., qat., gallon, 5 gal. and 55 gals. 


u Glaze GLAZING COMPOUND 
Always stays "PUT" 


Here's the perfect material for glazing wood or 
metal sash, replacing pulty, setting plumbing, 
filling cracks, boatwork of all kinds. Clean to 
handle, easy to use. Will not dry out, harden, 
crack or peel. Available in 'Apt., pt. ond qt. 
cans; 25, 50, 100, 880 Ib. drums 


MuPhalt PLASTIC 
ASPHALT CEMENT for all jobs! 


Ideal for sticking down asphalt shingles and 
foor tiles . . . for use on roofs, chimneys, 
flashings. Packed 10 loads to a carton... 
with or without plastic nozzle. Shipped without 
nozzle unless specified. Also available in 2 
end 10 Ib. cons; 50 Ib. pails; 550 Ib. drums. 


GLAZING 
Compound 


Sold by all Hardware, Lumber 
[e] 
and Building Supply Dealers 


NEW AIR - JET 


BRICK BEAUTY" 


Why bother to build a chimney? 
Now you can enjoy all the time 
and money-saving advantages of 
an Air-Jet packaged unit .. and, 
at the same time, increase the 
value of your homes with a chim- 
* that looks just like brick! 

he new “Brick Beauty” is 
made of embossed aluminum, fin- 
ished in brick red color with de- 
ressed off-white mortar lines. 
eighs less than 100 lbs.] Can be 
installed in one man-hour! And 
look at these quality features. 

Shockproof, high temperature 
porcelain steel smoke pipe. Spe- 
cial draft top guards against 
downdrafts, Exclusive rain groove 
eliminates all leakage. UL ap- 
proved for use with all fuels. You 
can take your choice of 2 models 
in 3 different smoke pipe sizes 


WRITE TODAY 
for complete information! * A PACKAGED 
A few distributorships available. CHIMNEY 


WITH 

GENERAL PRODUCTS AUTHENTIC 

COMPANY, INCORPORATED BRICK 

DEPT. A-12 LOOK 
FREDERICKSBURG, VIRGINIA 


E 
"II. 


ow that the family "recreation center" is a must in 
today's new home, Crossett pine paneling supplies this 
attractive wall treatment of wonderfully inviting infor 
mality, wholly in tune with the mood of what goes 


on there DE 
Produced from famous Satin-like Arkansas Soft Pine, DESIGNED FOR d ? 149 


to Crossett's exacting standards; finished in popular 9 — s No. 1 Stairway 


"honey" color and dull wax that reveal the wood's quaury PLUS 8 ALES FEATURES 


i i onm 180 LEADING JOSRERS Wt THE 
beautiful figure, Crossett paneling in vour homes will j. $. AND CANADA 


add that convincing extra appeal to eye and imagina- 


EXCLUSIVE FEATURES 
tion, highly conducive to sales. 


SER idan Lo AY 13 —MYDRAUUC SAFETY CHECKS 

" USTED IN SWEET'S Fan Tad ROUSE — re 

Constant Betterment Through Research — alas Sea 
D , | $—INSULATED DOOR PANEL 

Available from your local A 6—FULL WIDTH SAFETY TREADS 
suppliers in a variety of 7—ATS ANY CEILING HEIGHT 
patterns, together with - 
complementar Arkansas cower — H 
Soft Pine trim, finish and 
mouldings for complet 
installation. For data and s : fee Frome Un 16" a $4" opening in coiling aho 30° « SN 
i. — v * — M special) ai entre cast 
information, address ‘TEx — — Qugi boss un 
[I Sl 
Shipped i» Ove Partage citi ad onc 
c tor coo o^on Base wo ge i3 
co 
Migh 0 •vt. . „„ 
tember. Brackets, rocker ere, ond hinges 
Cae i Quo r . —25 


Too Standard Bisac— 8 V^ ond 9 9" Por csing hegre TO 
*e OO” e 89". Far coiling heights OO" 19 OF". ure tt 
Figure from Finished Peer te Finished Ceiling 22 


LUMBER COMPANY 


A Division of The Crossett Company, Crossett, Arkansas i 


PRECISION PARTS CORPORATION 
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How to give new homes a 


—luxury performance 


for greater sales appeal 


ITH cushioned comfort of remarkable resilience — 

W so desirable in floors for modern homes —and that 

splatterproof, easy-cleaning quality so desirable in daz- 

zlingly durable counter tops and wall covering, Goodyear 

Residential Rubber Flooring sparks new home aales the 
moment prospects set foot in the door! 


But more important: this luxurious material is priced 
to make you more profit. It makes a truly prestige instal- 
lation yet its cost is surprisingly low! 


Available in full-yard-wide rolls, as well as in tiles, 
famed Goodyear Rubber Flooring — the acknowledged 
leader in its field — is milled to serve every application, 
from the low cost residential gauge for homes to the 
heavier commercial gauge. 


ideal for on-grade installation — Goodyear Rubber 
Flooring goes down, stays down and almost never 
wears out. 


Comes in 23 beautiful colors including many new styles 
designed specifically for the new home décor. You'll find 


home style hues that say good things about the builder 
who uses it 


Most of all it says “high quality”—and yet its low coat 
will be a pleasant surprise. Before you finish off your 
next job, why not get all the facts on Goodyear Rubber 
Flooring? Write: Goodyear, Flooring Dept. L-8321, 
Akron 16, Ohio. 


GOOD/YEAR Rubber Flooring 


IN TILES AND YARD-WIDE ROLLS —~ FOR FLOORS + WALLS 
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© COUNTER TOPS 
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Money cant buy finer... yet everyone can afford 


The homes above contrast sharply in size and cost. et each is equipped with a BGG Hydro- Flo System 
) 


r 


versati pro der of year ri id comfort and c EN hoice of the | ry 


because h ant buy better al amy price It enents are r the small 
tart with better beating and a other Hydro-Flo feat S get permi 
The basic Hydre-Flo Forced Hot Water System endows a ne with radia inny warmtl warm 
floors tattle rooms, Automatic modulati f the heat pply keep idoor temperature 
stantly at omtort level—prevents wasteful overheating. A limitless supply of domestic hot water 
is turnish eated by the sam boiler chat heats the house 


Ne * Now ting equipmen An De ad cep Iriveu ay An Side val free of snow an 
And at any summer cooling— wb water as the cooling medium ie provided in a chi 
several way 

Ihe BaG Hydro-Flo System i irtually a lifetime installation 10 freque repairs and replat 


ments. That's why Hydro- Fk equipped homes commat bettet n ftgage terms bettet resale values 


ONLY WATER PROVIDES ALL THESE COMFORT AND CONVENIENCE FEATURES 


6% % % % „% „„ „% „„ „ „f „ % „ % % es © 


Snow melti 


ng 
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This laxuvious home at Fox Point, Wisconsin, is equipped with 
a three-zone radiant floor panel Hydro - Flo System. One of its 
features is a unique sunken bathtub with warming coils 
installed under it. i 


TW modest home is also heated with a B&G Hydro-Fle 
em, using baseboard panels ai the al listributori. Note 
the builde spitalizing on the strong sales appeal 

Aan beat 


ill 


CK DOWN 
hs om a 
GA NOMAA AVE TUXEDO 9-430 


Pee di 


the comforts of the B&G Hydr 6-Fie System 


B&G BOOSTER 
... key unit of the B&G Hydro-Flo System 


rineered for compactness, sent operation 


Reg. U. 8. Pat. Oll, 


Ne € % 9 9? % O C$ 9$ * 


BELL & Gossett 


C — M NP AM A 
m ED-11, Morton Grove, Illinois 
Canadian License: 5. A. Armureng d., 1400 O Connor Drive, W ronio, Canada 
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NuTone IDEAS for BUILDERS 


MONEY MAKING SUGGESTIONS FOR DECEMBER 1955 


WOMEN LOVE IT! New Anodized Copper and Aluminum Range Hoods add sparkling 
beauty to any kitchen. Harmonize with all the newest kitchen cabinets, walls, natural 
wood or white. One mass builder just selected NuTone’s Copper Range Hoods for 1500 
homes now under construction. (*See Catalogs VH500 and VH550.) 


WHY WASTE AIR CONDITIONING DOLLARS? According to a leading building magazine 
.. kitchen heat adds an extra load of 66,600 BTU's on the air cooling systema 
increases operating costs as much as 12 full hours for a half ton unit. Humidity is even 
harder to handle. That's why builders install NuTone Kitchen Fans to save money 
and keep air fresh and clean in air conditioned homes. According to latest figures, 81% 


of all new homes built have a Kitchen Ventilating Fan. (*Write for NuTone's booklet 
about Ventilation in Air Conditioned homes.) 


— o 


PITY THE BUILDER who is burdened with service “call-backs” when an inferior ventilat- 
ing fan goes bad. NuTone protects builders and contractors with its exclusive guarantee 
bond that PAYS FOR LABOR TIME . . it's not just an ordinary parts warranty. (Let 
us send you our $500,000 policy that protects you against service "call-backs".) 


SAFETY IS A BIG SELLING FEATURE IN BATHROOMS. NuTone’s Ceiling Heaters prevent 
danger of burns or shocks . . . because they're built into the ceiling not into a dan- 
gerous wall location. NuTone’s exclusive patented Heat-A-Lite forces air down into 
every corner of the room. (*See Catalog HL-100.) 


THE TREND IS TOWARD "BUILT-INS". Popularity is still growing — especially with built- 
in door chimes that are in tune with the times. NuTone offers the industry the most 
complete line of “Built-In” Door Chimes. Low cost. Simplified installation. Larger 
homes are now installing two or more chimes. (*See Catalog L-472.) 


A DOUBLE RECOMMENDATION FROM NATIONAL BUILDERS ROUND TABLE REPORT. 

1. FOR BATHROOMS ... "Ceiling . . ventilation, lighting, and supplementary heating“. 
(*NuTone's bathroom package includes all 3. See Sweet's or NuTone Catalog BP-820.) 
2. FOR KITCHENS ... “Best location . . a fan right over the range... with a hood above 
the burners" . . , (*NuTone's complete line of range hoods and blower type—or wall type 
ventilating fans fill every need. See Sweet's or NuTone Catalog FC-210.) 


19 WAYS TO ADD CHEER TO A NEW HOME. Builders agree that NuTone's low cost 
Door Chimes dress up any doorway. They're so pleasing to the ears, attractive to the 


eyes and easy on the nerves. Even the lowest cost homes are no longer installing noisy 
bells and buzzers. (*See Catalog 459.) 


*ALL BOOKLETS AND CATALOGS ARE FREE. WRITE NUTONE, INC. 
Madison and Red Bank Roads, Dept. AB 12, Cincinnati 27, Ohio 


B AMERICAN 


NEWS 


Discounts: builders’ biggest '56 headache 


Home builders, already feeling the 
pinch of tightened lending proce 
dures, say the. mortgage loan dis- 
count problem is probably their most 
eritical headache in the year ahead. 

Outspoken leaders, queried by 
American Builder in a national sur 
vey at presstime, mingled sharp 
criticism and helpful proposals: 

“Discounts are becoming so great,” 
advises Alford J. Norbraten, presi- 
dent of the Home Builders Assn. of 
Portland, Ore., “that it is becoming 
impossible for many builders to 
operate 


Congressional study 


Norbraten, who builds primarily 
in the low and moderate-cost brack- 
ets, believes the time is ripe for 
Congress to take a serious, realistic 
stand on the situation. “Money is 
merely an essential item that goes 
into a house,” he explains. “In our 
opinion, it is no different than lum- 
ber, plumbing, concrete, or sales 
commi ns. The price of money 
goes up and down depending upon 
surpluses and scarcities. That is 
exactly what happens to the lumber 
in our area.” 

The discount dilemma can be 
uggests Paul H. Spikes, Lit- 
tle Rock, president, Arkansas Home 
Builders Assn., by “asking Congress 
to outlaw discounting of FHA and 
VA loans in excess of 1 per cent.” 


solved, 


Need to bolster fund supply 


William J. Levitt of Levittown, 
Pa., whose Levitt & Sons has for 
years topped the nation in volume of 
starts, charges “it is utterly ridicu 
lous in this day and age for a builder 
to have to take a discount on what 
amounts to a Government bond pa; 
ing interest at 4% per cent, Even 
after expenses of administration and 
collection, it is still at least a 4 per 
cent net investment.” 

Levitt says the only reason for 
the discount is an insufficient suppl) 
of funds, believes it will continue 
“as long as we in the industry pro 
duce a million and one-quarter unit: 
or more each year.” Rather than cut 
building, he proposes that additional 
funds be made available. Such money 
is easily obtainable, in his opinion 
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by using 10 or 15 per cent annually 
of the pension trust funds of 
America. He reasons: 

“By so doing, volume will in- 
crease, prices in turn will decrease, 
the building industry will be happy, 
the public will be happy and the 
Government is out of the mortgage 
lending altogether. The 
collateral advantage to labor is ob- 
vious: since mortgages pay a greater 
return than the investments now 
used by the pension trusts, more 
money will be available for benefits 
to labor.” 


bu: ine 


Boost rate, terms; cut insurance 


To end the mortgage money prob- 
lem, John E. Bauer, head of ABC 
Construction Co., Indianapolis, would 
"increase rate half of 1 per cent on 
FHA and VÀ, reduce FHA insurance 
quarter of 1 per cent; increase maxi 
mum term to 30 years or more.” He 


explains I do not feel home own 


ership is inflationary." 

William J. Elliott, EI Paso, Texas 
suggests the money shortage could 
be solved "by liberalizing the sec- 
ondary market functions of FNMA.” 


Along the same line, Ralph E. 


Staggs, president, Home Builders 
Asan. of Phoenix, Ariz., calls for a 
“firming up” of the national money 
market and reduction of the partici 
pation fee on FNMA stock. But he 
also sees of major importance an 
“increasingly stiff competition among 
builders.” 

While financing remains the big 
problem, Charles R. Byrd of Birming- 
ham, Ala., speculates that “mort- 
gage money will be somewhat easier 
for builders in the first half of 1956. 
The probable relief will be alloca- 
tion of more mortgage funds from 
life insurance companies." 


Accent on merchandising 


The biggest problem will be tight 
money, principally interim construc- 
tion financing, reporta James H. 
Stanton, head of the Kansas City 
construction firm bearing his name 
He urges n changed government at- 
titude on bank credit through the 
Federal Reserve System for relief. 
Next in importance, he places ob- 
taining advance permanent commit 
ments at reasonable discount, while 


Continued on page 180) 


What about credit cut-backs? 


"The national housing policy 
tragically in the 
wrong direction . . . At least 


is moving 


one-third of all Americans still 
lack a decent home.” The coun- 
try needs two million new homes 
a year for the next 15 years to 
meet present and future require- 
ments. “For nearly two-thirds 
of our families with incomes un- 
der $5,000 adequate 
surely has not been over-built." 
—CIO, in its monthly publica- 
tion, "Economic Outlook." 


"Federal credit 
may be jeopardizing the orderly 
growth of the home building in- 


restrictions 


dustry.” — Senator Sparkman, 
Alabama, in announcement that 
his Senate housing subcommit- 
tee woald hold hearings for pri- 
vate industry and government 
agency spokesmen. Meetings 
were to have begun November 


28. 


"We can take off these curbs 
—and we will ——if housing con- 
struction drops considerably ... 
If the recent dropoff continues, 
there'll be a change." —Federal 
Housing Administrator Norman 
P. Mason, in talk before Na- 
tional Conference of Business 
Paper Editors. 


Look for housing prices to jump 5% next year 


New home prices are headed for 
another increase next year, perhap: 
averaging out at 5 per cent. Many 
builders believe the brunt of the rise 
will be borne by the | cost field 
Several are predicting the price of 
thi year’s $10,000 house will be 
as much as 10 per cent 

Alan E. Brockbank of Salt Lake 
City, anticipates little 
$20,000 house 


in cost this year will be absorbed and 


hange in the 
some of the increases 


most of the newest equipment is 
already being used. 
In the $15,000 hous« 


least a 5 to 7 per cent increase un 


expect at 


production comes ín 
thie field, which might produce a bet 
ter house than is now available for 


less more mass 


the same or le mone 


FHA-VA Rules A Factor 


“In the $10,000 class 
definite raise of at least 10 per cent 


we expect a 


Part of the raise will be accounted 
for in meeting Federal Housing 
Administration's and Veterans Ad 
ministration’s more stringent re 
quirements and warranties, part 

ed t of material and part 
in more thing» being iilt into the 
kitehen.' 


increa 


No higher prices “to any degree” 
are anticipated for the Westchester 
County area of New York 
most homes are aimed at a luxury 
market. Predicting price will he 
fairly stable, Charles F. Haring of 
Tuckahoe, president, HBA of West 
“tough 
vercoming higher costa of 
labor and certain material 

Homes in the $10,000 and $15,000 
bracket ill probably cost buyers 5 


where 


chester ped om pet ition” In 


hi area o 


per cent more as a result of federal 
government action on several fronts 
in the opinion of John Bonforte, Bon 
forte Construction Ce Pueblo, Colo 
He blames in particular the “in 
creased cost of mone 
strictiona on the buyer, persistent 
federal delays on approval of homes 
and increasing restrictions on build- 


nereased re 


ers 


Antidote for depression 


One who believes prices will clim! 
slightly, although continued volume 
produetion economies may nearly 
hold the line on the smaller home: 
John R. Worthman, NAHB regional 
vice president, Fort Wayne, Ind. 
Higher prices next year, he explains 
will be "due to the continued mild 
inflationary trend that has become n 
normal part of our economy. Appar 


24 


ently, it is an antidote for a depres- 
sion with inflation being the lesser of 
the two evils, so let face it.’ 
Dollar-wise, he forecasts a jump in 
his area of $150 for the $10,000 
house, $250 for the $15,000 house and 
$500 for a $20.000 dw: g 

Ralph J. Finit of Chicago, HBA 
of Illinoi vice president, pre 
dicts costs passed along to the put 
lic will amount to 5 to 10 per cent 
The rise will be held down m 
what, he indicated because "fort 
nately price conscious 
and are adopting many methods t 
avoid increased costs to the public 


builders are 


Labor Dept. figures 
back up the builders 


After these reports were re- 
ceived, the Labor Department 
issued its index of building 
material prices for September, 
and noted n jump of 5.4 per 
cent since July, 1954. The dis- 
turbing factor: materials seem 
to be taking the ride alone 
Average price of all commodi- 
ties rose less than 2 per cent 
in the same period, 


No great change is expected in the 
$20,000 range, but “the $15,000 house 
wil! probably cost $16,000; $10,000 


house may be $11,000 


Cut out ‘eyewash frills’ 


All three price ranges will likely 
move up about $500, although th 
$10,000 home may cost but $300 
more, points out W. W. Vanderh 
of Goliad € truction € Zan 
Antonio. He traced the extra amoun 
to higher 
ponent material 


production cost of com 

which he said wa 
raised from 3 to 7 per cent since 
July, 1955, bu! 
tection on ma 


in view of price pro 
rials under contract 
will not be felt until early 1956 

Vanderhec! called for home 
built for minimum maintenance by 
featuring “built-in furniture in bed 
rooms, eating pace in kitcher 
garbage disposals, plenty of electric 
outlets, large enough living room to 
enjoy television work space foi 
laundry, deep freeze and hobby shop 
in attached garages." He also urged 
limination of “eyewash frill uch 
as dishwashers, built-in music and 
other flashy, but costly to operate 
and maintain, item: 


Land adds to charges 


Not only labor contract obligations 
and slightly higher material prices, 
but a substantially higher ground 

at which will set impact 


amounting to from i 12 per 


€ t n the three pr 
the Miami area, report 
Albert, president, HBA 
Florida 
Nat Siegel of Fern 
West Islip, Long Island, 
cite part land, lal 
ria will play but 
crease at 5 per cent in a 
"Lumber is now at a pea 
while ncreases are alread 
on copper, ste« gyl 
price 
Albert L. La Pie: 
lake Terrace, Wash., go 
5 per cent in all rang. 
reasor labor and mate! 
adding "higher discount and 
rate and higher cost of 
In Jackson, Mi J 
wood, local HBA presiden 
crete and brick prices 
month, witl teel and 
items following, and tir 
nt increase by Ma 
March, he forese« 
starts lagging 15 per cen 
comparable 1955 figures 


Mortgage restrictions 


New homes will not only 

er but nlso more expen 

of a tightening of tl n 
market, according to Charl 
Anderson Jr pres idk nt 
City HBA. The develop " 


he ale * li work to th« 


Oklahor 


of home buvers, but ! 
themselve 
the trend. 
Wayne J. Wilkins, Wate 
pair material 
mortgage money 
up all ! ng price 
4 to 12 per cent 
Some higher charges are 
points out C. T. Wilsor 
However, builders at 
produce three-bedroom 
$13,000 to $25,000 range 


3 are helple 


prices 

Though building cost figure o go 
“a very rough gue would 
be 3 per cent,” H. Dean Spratlin 
S. & H. Development Co., Atlanta, 
Ga., predicts "competition will prob 
ably prevent sales prices from in 
creasing in proportion." 


up and 
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Starts show strength 


Preliminary estimate of the Bureau 
of Labor Statistics for October in- 
dicates 107,000 housing starts, of 
which only 400 represented public 
housing. The total was 3,700 starts 
below the amount recorded for 
October, 1954. It represented slight 
monthly decline for the second 
straight month since mortgage credit 
restrictions could affect new con- 
struction. However, the loss was 
more than made up by a revised total 
announced for July: 122,600, up 


DICKERMAN'S COLUMN 


1,600 units. Ten-month total for the 
year was put at 1,161,300 starts, 
over 135,000 units ahead of the com- 
parable figure in 1954. 


If the small decline of recent 
months continues, the final 1955 
figure is expected to be about 1,340,- 
000 starts. 


Meanwhile, new private residential 
construction expenditures for Octo- 
ber were reported as $1,455 million, 
10 per cent above October, 1954. Dur- 
ing the first ten months, they totaled 
$10,945 million, up 25 per cent. 


NAHB accepts invitation to visit Russia 


The just coneluded, month-long 
United States tour of Soviet housing 
sponsored by the NAHB 
has contributed, we feel, to a better 
mutual understand- 
ing not only between 
builders, but between 
our two nationalities 
as well. An oppor- 
tunity will be pre- 
sented for a continu- 
ation of the “Geneva 
spirit next year 
with a return visit 
by an American 
housing delegation to inspect hous- 
ing in Russia. 

During their fast-paced American 
visit, which commenced immediately 
following the opening of the new 
National Housing Center in Wash 
ington, the ten-man Russian housing 
team visited cities from coast to 
coast. Included were Boston, New 
York, Fort Wayne, Chicago, Seattle 
San Francisco, Los Angeles, Tucson 
Houstona, Austin, New Orlean 
Cleveland, and environs. Invitations 
to visit other cities were numerou 
and it was unfortunate that it wa 
not possible to include more on the 
concentrated achedule. 


specialists 


Dickerman 


Ignore language barrier 


The Russians expressed a keen 
interest in all aspects of United 
States housing throughout the trip, 
and an effort was made to give them 
a well rounded and representative 
picture. Comprehensive tours ar 
ranged by members of NAHB af- 
fiüliiated local associations permitted 
the visitors to view demonstrations 
of techniques and products, and 
despite a language barrier, many 
friendly exchanges of ideas and 
views took place between the Ameri 
can and Russian technicians. 
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Of primary interest to the Rus- 
sians was multiple story housing 
since that type greatly outnumbers 
single-family construction in Russia 
and has been employed to rebuild 
shelter for the millions of persons 
whose homes were destroyed during 
World War II. They were also im. 
pressed with our “lift-slab” type of 
construction, and the great progress 
which has been made in American 
kitchens 

Apartment developments, schools, 
administrativ buildings, factories 
producing construction mate rials, 
exhibitions, and projects in various 
stages of completion were inspected 
by the foreign delegation. 

Sample pieces of equipment were 
acquired during the journey, and in 
San Francisco, a three-bedroom, two- 
bath, $12,000 house was purchased 
from an NAHB member complete 


GI loan requests high 

GI home loan guaranty applica- 
tions received by the Veterans Ad- 
ministration during October totaled 
62,685, the second highest monthly 
total since the current housing surge 
began. Highest total, in August, 
was 66,306. 

Appraisal requests received in 
October by VA fell off below the 
September figures from 45,063 to 
41,795 and below the October, 1954, 
figure of 45,572. VA blamed sen- 
sonal factors for the decline. 


By John M. Dickerman, Executive Director, National Asen. of Home Builders 


with furnishings and floor linoleum. 


Revisit Housing Center 


Because of their keen interest in 
the National Housing Center—which 
they visited only briefly before com- 
mencing the tour—the Russians re- 
quested additional time at the close 
of their visit to study exhibits in 
the Center. 

Before departing for their home 
land, the delegation expressed their 
appreciation for the warm welcome 
extended to them everywhere, and 
the valuable exchange of informa- 
tion, stating that they hoped our 
builders will be equally benefitted 
with a forthcoming tour of Soviet 
housing by an American builder 
team next year. The invitation has 
been extended to and accepted by 
NAHB to send such a delegation. 


Rosy red atmosphere strikes blue note 


First Soviet order for an Ameri- 
can prefabricated house to be shipped 
to Moscow was promptly refused. 
Wiliam B. F. Hall, president of 
General Industries, Inc., Fort Wayne 
Ind., pointed out that U. S. law pro- 
tects the company from infringe 
ment of its precise plana but could 
not prevent the Russians from rip- 
ping apart the house they had or 
dered and copying it 

Gifts: As the tour ended, the group 
presented NAHB with two elaborate 
porcelain vases of Russian design, 
which were displayed in the office of 
Earl W. Smith, president. A collec- 
tion of well-illustrated Russian 
books was turned over to the Na- 
tional Housing Center library 

Most popular city? The 10-man 
mission appeared at a farewell 
luncheon in Washington's National 


Press Club, where I. K. Kozuilia, 
leader, said the month-long visit to 
14 cities had proven "valuable." 
Asked which city of those visited 
the delegation liked best, he said: 
"Seattle—without offense to any 
other city.” 

And then there were nine: Word 
came from Moscow the day befor. 
the Russians began their return 
journey aboard the British liner, 
"Queen Elizabeth," that one of the 
visitors, Alexander V. Viasov, had 
been relieved of his job as president 
of the Soviet Academy of Architec 
ture. The decree demanded an end 
to “wastefulness, inefficiency and 
ugliness” in the Soviet building pro 
gram. He said he would answer 
questions of correspondents after 
learning everything about the 
charges in Moscow. 


NRLDA elects Schaub; plans star role for OHI drive 


Marking ite most successful con- 
vention and exposition at Cleveland, 
the National Retail Lumber Dealers 
Assn. set the wheels in motion for a 
vast city remodeling campaign called 
“Operation Demonstrate”; laid plans 
for intensive dealer participation in 
the all-year industry fix-up cam- 
paign, “Operation Home Improve- 
ment,” and elected a new president; 
R. A. Schaub, of Whiting, Ind. 

More than 5,000 registrants at. 
tended the mid-October sessions, saw 
183 exhibits of which 101 were by 
new exhibitors, and 12 feature ex 
hibits, including a display of nearly 
300 enlarged photos of recently re- 
modeled lumber yards 

In addition to the business the 
expected 1,200,000 or more starts 
will bring next year, H. R. Northup, 
executive vice president, urged dea) 
ers to get ready to meet the big im- 
petus in the modernization and im- 
provement fields which will be 
spurred by OHI and ACTION. Not- 
ing that credit had tightened, he said 
that “increased buying power of the 
consumer should make up for the 
loss of the no-down payment gravy 
train.” 


DEALER'S VIEWPOINT 


DEALERS’ CHOICE: New officers of the National Retail Lumber Dealers Association 
(from left): E. H. Libbey, secretary; James C. O'Malley, second vice president; 


H. W. Blackstock, treasurer; R. 


A. Schaub, president: Paul R. Ely, first vice 


president; H. R. Northup, execative vice president 


Watson Malone III, retiring presi 
dent, pointed out that an estimated 
20,000,000 older homes need modern- 
izing, said “the volume of home im- 
provement work done each year 
easily can be doubled when the pub- 
lie learns that all the details con- 
nected with adding a porch, finishing 
a basement, or reroofing a home can 
be worked out conveniently through 


a lumber dealer. . . . Powerful forces 
are planning to give us a lot of helj 
in getting our full share of that mar 
ket. We will be missing a great bet 
if we fail to go out after it." 
Other new officers named were 
Paul Ely of North Platte, Neb., first 
vice president, and James C. O'Mal 
ley of Phoenix, Ariz., second vice 
president. (Continued on page 167) 


B» H. R. Northup, Executive Vier Pres., National Retail Lumber Dealers Assn. 


25,000,000 old homes provide rich modernization market 


The terrific potential volume of 
home modernization work is clearly 
indicated by the fact that half of 
the approximately 50,000,000 homes 
now standing in 
this country are 30 
years old or older. 

This means 25,000, 

000 prospects for 

such improvements 

as new roofing and 

siding, insulation, 

modernized kitchens 

and batha, new heat- 

ing plants and elec- 

trical systems, and extra rooms— 
not to mention  air-conditioning, 
combination doors and windows, gar- 
ages, breezeways, and so on. 

Moreover, 10,000,000 of our exist- 
ing homes or about 20 per cent of 
the total are 50 years old or older 
Many of them, and many of the 
younger homes, too, probably have 
been modernized to some extent. 
Others should be and probably will 
be demolished, but the rest constitute 
a rich market for modernization 


work. 


Drive sparked by OHI 


The existence of this huge market 
is one reason why Operation Home 
Improvement is receiving such splen 
did support from almost everyone 
concerned with housing. Building 
products manufacturers, retail lum- 
ber dealers, contractors, lenders, and 
realtors all recognize the great possi- 
bilities. 

Although the potentialities of thi: 
market have been recognized for 
years, it took Operation Home Im 
provement and the accompanying 
promotion and publicity to get the 
industry really worked up. Yet, 
amidst all the enthusiasm, one dis 
sonant question has been heard over 
and over: "Where will the home 
owner go to get his home modern- 
ized, once he gets sold on the idea ?" 


Lumber dealers will help 


The survey recently conducted 
among retail lumber dealers by a 
national consumer magazine pro- 


vides a clear-cut answer to that ques- 
tion. 

The survey shows, for example 
that three out of four dealers now 
offer plans or planning service to 
their customers, that three out of 
four help their customers work out 
time payment financing, that two 
out of three help their customers 
obtain contractor services, and three 
out of four provide how-to-do-it in 
formation. Nineteen dealers out of 
20 offer to make free estimate: 

Thus, while there are some deal 
ers who prefer to stick to their tra 
ditional job of providing material 
only, a home owner doesn't have to 
look very far to find a dealer who 
will help him with every detail that 
& modernization job involve 

It was with that survey and other 
evidence in mind that NRLDA re 
cently told the public: “Families de 
siring to modernize or repair their 
homes in the future will find their 
local retail lumber dealer ready t 
help them get the work completed 
conveniently and economically." 
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Want more builders 
on planning boards 


Momentum gained at the New 
York State Home Builders Assn. 
convention is expected to push build- 
ers into a more dominant role from 
now on toward development of mas- 
ter plans covering expansion needs 
of the suburbs 

Chester Voorhis, land planning and 
zoning chairman of the Long Island 
Home Builders Institute, charged 
that with "financial interests prim- 
arily controlling community plan- 
ning and zoning, most builders have 
had a negative approach to the prob- 
lem." The association should demand, 
he said, “that local governments stop 
procrastinating and start appointing 
builders to planning boards in order 
to get more efficient planning.” 

Hugh Pomeroy, Westchester 
County director of planning, joined 
Voorhis in urging the builders to 
aim for adoption of a comprehensive 
master plan in every community 
where mass housing construction is 
contemplated. 

The practice of warehousing home 
loans, recently curtailed by Federal 
Reserve action, was strongly de 
fended by Frederick W. Jackson, as- 
sistant vice president of the Dime 
Savings Bank of Brooklyn. The 
mortgage lenders’ product is money, 
“just as important as any other pro- 
duct produced,” he said, Warehousing 
has long been used in the securities 
market and similar devices are avail- 
able to all types of business, he 
pointed out, after expressing hope 
that existing prohibitions will be 
speedily lifted “so that we can go 
back to the orderly conduct of our 
business.” 

New officers elected were Oscar R. 


Oscar R 
president of New 


Giesecke 


Buffalo, elected 
York State HBA. 
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News from the North 


CONSTRUCTION DRAMATIZED STEP-BY-STEP 

“Sidewalk superintendents” have just left specially prepared bleachers to ask ques 
tions as carpenters position a wall section during Place & Company's observance of 
National Home Week in South Bend, Ind. Parts of three homes were assembled as 
feature of the firm's half-day "Build-O-Rama" presented before local audience of 


several hundred persons. 


Giesecke, Buffalo, president; Leland 
T. Pflanz, Rochester, first vice presi- 
dent; Theodore de Lorenzo, Niagara 
Falls, second vice president; Emil 
Keen, Bellmore, L. L, secretary, 
Frank B. Mulligan, Albany, treas- 
urer. Retiring president Charles M. 
Jaeger was nominated for NAHB 
regional vice president. 


illinois renames Madaus 

Beginning its second year, Illinois 
HBA re-elected Cecil Madaus, Deca- 
tur, as president; also returned to 
office Ralph J. Finitzo, Chicago, first 
vice president; Scott E. Weller, 
Champaign, second vice president; 
and John Summers, Macomb, treas- 
urer. Frederick J. Schotthofer, Pe- 
oria, was elected secretary. ... HBA 
of Metropolitan Pittsburgh installed 
Franklin B. Wimer as president, suc 
ceeding T. A. Rauch, at annual ban 
quet Nov. 14. Others on the officers's 
slate are Calvin D. Crawford, first 
vice president; Russell T. Miller, 
second vice president; John Valen- 
tine, treasurer, and Hayward V. Me- 
Intosh, secretar . Charles F. 
Haring Jr. has been returned as head 
of the HAB of Westchester, New 
York 


New homes for flood victims 
Three new homes in Greenwich 
Conn., destroyed by recent flood: 
will be replaced without charge to 
the owners under co-op plan proposed 
by the builders of the Pemberwick 
project ín which they were located 
Bonwit Construction Co. (8, P. Bonan 
and M. M. Witte) propose to do the 
job if the Town 
donate three 
Bonwit said that 
had offered t 


* 


f Greenwich will 
adjacent lot 

labor 
contribute without 


uitable 


Nions 


cost at least 50 percent of the labor 
and suppliers the same proportion of 
materials and appliances, Plans call 
for a “building bee” in which some 
50 workers will endeavor to replace 
the dwellings in record time, . . 
Chicago architect Anthony J. Del 
Bianco reports that of the 4,000 
homes built from his plans within the 
past year, 75 per cent were aplit- 
levels. 

Top design awards went to seven 
builders among the 75 displaying 
houses in Milwaukee's Parade of 
Homes held late in October, Winners 
in various classifications were Joseph 
J. Mollica, Jordan-Jefferson, Federal 
Home Builders, Ine., Robert E. Heidl, 
R. A. Lainey, Don Ganser & Associ- 
ates, and Gilbert A. Lofye. Milwau- 
kee Builders Assn. is planning a 
spring parade next year, has chosen 
three sites, including one out of Mil 
waukee County. 


Phil E. Malinger, Chicago, new head 
of National Sash & Door Jobber: 
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LIFT OUT 


SALANCED RIGHT? 


PRESS LEFT... WASH OR PAINT 


Builders and home buyers are insisting upon the brand 
name producta that make homes more livable—more sale- 
able. R-O-W windows lift out for quick, safe washing or 
painting inside the home. They are the best known and 
most popular windows available 


They are weather-tight in all seasons because spring. 
reassure compensates for seasonal chan insures a snug 
1 


fit without binding. 
WINDOW BALANCE 


Equipped with LIF-T-LOX, they are beautifully balanced 
for easy operation. LIF. T. LO does not attach to the sash 
does not interfere at all with the wonderful lift-out feature 


See your local lumber deale: oc write 
R.O.W. SALES COMPANY, 1391 ACADEMY AVE. © FERNDALE 20, MICHIGAN 
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WEATHER TIGHT! 


dL Lb bes 


SELF-CONTAINED... AUTOMATIC 


1. In operating position, LIF-T-LOX mechanism balances 
sash for easy operation. 


2. Upon removal of sash, lock-tab grips channel automati 
cally—stays “locked” in position until sash is replaced, 


3. Replacement of sash above LIF-T-LOX tab automati- 
cally “reactivates” balancing mechanism. 


4. LIF-T-LOX, indicated on the right side above, does 
not interfere with the patented R-O-W spring-pressure 
mechaniam shown on the left 


OW la the ragistered trade morb of the u M W Pales í 


R.O.W. SALES COMPANY, 1391 ACADEMY AVE. * FERNDALE 20, MICHIGAN 
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Selected NORTHERN HOUSE of 


Their "trade secret:" 


66 F ust about the best house we ever built," is the 

1— Joe Higgins describes this Trenton, N. J 
house. As president of the Park Ridge Construction 
Co, and a leading custom builder in the Trenton area, 
Joe should know, One of the main reasons for its 
success is ite wiring system. “How many houses do 
you see these days, with two miles of wire in them? 
he asks. 

This split level is the Trenton Trade Secrets House 
of 1955. It was built through the cooperative efforts 
of members of the Delaware Valley HBA. It contains 
many quality features which builders in this and 
other areas should be interested in. 

The house has four levels, the first two of which 
are 4inch slabs over cinder fill, Walls rest on 12 or 
&-inch cinder block and are framed with standard 
2 x 4's. The roof has a pitch of 4:12 and 6!5:12 
Its asphalt shingles are laid over - inch plywood 
sheathing. Credit for the plan and design of the house 


goes to architect Lt Raymond Smythe. 

But it’s under the roof where this house really 
shines, The kitchen is planned for maximum visual 
comfort, with a luminous ceiling and well-lit work 
counters. Halls, bathrooms and laundry are all sup 
plied with fluorescent lighting. 

Among the better known products used in this 
house are these: Thatcher furnace and air condi 
tioner, with baseboard registers; American Stand- 
ard plumbing; Servel refrigerator; Apex washer 
Yorktown cabinets; Hobart dishwaster; Caloric 
range: Hunter sliding aluminum windows; Homasote 
insulation 


FOUR-LEVEL PLAN is split front to back, puts recreation 
laundry, bath, garage 
and workshop five steps up. 100-amp. fuse box in basement 
takes care of present and future wiring needs 


room and utilities on lowest level 
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the MONTH for December 


UPWARD DEFLECTED tubes of fluorescent light above living 
room window also provide valance lighting in Trenton 
Trade Secrets house. Lamps provide supplementary light- 
ing in room. Stairs lead to top level bath and bedrooms. 


4 FULLY LIT CHUNG is responsible for luminous quality of 
light in this combination gas and electric kitchen. Work 
counters are also fluorescent-lit. The room is virtually 
shadowless, The attempt has been made to match daylight 


TERRACE OFF RECREATION room is separated from carport 
by low brick wall. Visible in this rear view of house are 
spotlighte located at eave corners, These are electrically 
timed to shut off at time set. Terrace ie flagstone 


two miles of adequate wiring 
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KITCHEN | l 
DINING au 4 
Cee 


MAIN FLOOR 


TERRACE CARPORT 
iS - 40 12'-o 20-9. 12-0" 


W-3"«19- 4" 


BASEMENT 
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Display this Sign of Quality Construction 
— | in your 
THIS HOUSE I model houses 


„ GREATER FIRE SAFETY 


SEAMLESS FINISH 


DECOR ATING FLEXIBILITY 


NOISE PROTECTION It's your key 


* 


y LIFETIME VALUE ~ to faster sales 


y 5" home buyers are looking for tion to millions of prospective home buyers in 
signs of quality construction better value. all sections of the country 
That's why it's so important that you display 
the Lath and Plaster "Quality Seal" in your 
model houses and feature it in your local news 


You can cash in on the trend to better quality 
construction by featuring the Lath and Plaster 
| display card in your model houses. It quickly 
paper advertising 

identifies genuine Lath and Plaster construction 
National advertising in leading "home" maga- for home buyers...gives your houses Extra Sales 
zines (See Sept. issue of Better Homes & Appeal. These display cards are available 
Gardens and the Fell-Winter edition of Small through your local plastering contractor. Be 
Homes Guide) is explaining the many time sure to ask for them. For additional informa 
proven advantages of lath and plaster construc tion, write to Dept. AB-5512 


NATIONAL BUREAU FOR LATHING AND PLASTERING 
1401 K Street, NW., Washington 5, D. C. 
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. at long last, and pre- assembled, too! With all the grace and spaciousness 
that yesterday was only a dream, Scholz California Contemporary 
designs are far and beyond even the most daring predictions 
for this type of construction 

The accompanying illustrations typify one of the many Scholz 
models especially adapted to hillside environment. The living room, 
dining area, rear terrace elevation, and the front elevation all index 
the distinctiveness of Scholz designs, 


Bonafide Builders: Wire or call collect for complete information 


INC. 


7, OHIO 


Important addition to RUSCOT'S complete line 


en Pace, 


multi- lite 


PRIME WINDOW 
made of hot-dipped, 


tubular, galvanized steel 


* Multi-Lite vented Here's a major step forward in the Prime Window field! The new Rusco 

Multi-lite Picturamic Vented Window answers the demand from builders 
* The Horizontal Slide for a steel prime window that complements the long, low lines of th« 
è The Vertical Slide popular ranch-type home and gives light plus ventilation 


* 3 ond 4-light Fulvue Like every Rusco Steel Window, it adds to your profit, too, because it’s 
a complete, packaged window. You save on field labor, installation time 
painting, glazing and adjustment. The total installed cost of Rusco is 
often less than the cheapest window! 


Home buyers like the new and beautiful look Rusco Prime Windows 
give to a home, too. And because consumers are pre-conditioned by Rusco 
€ No on-the-job glazing, pointing, fitting or 


national adve rtising and the Rus 0 quality reputation to € xpect a better 
later adjusting 


home when it’s equipped with Russell products, your selling job is easier 
@ Available with insulating sash (optional) , 
thot provides MaGicPamet “year'round, rain Call your Rusco man or write us for full information on Rusco Steel 
proof, draft-free, filtered-screen ventilation Prime Windows 


Built-in felt weatherstripping Hello There! 'm Miss Rusco from the 
€ Fiberglas Screen that won't rot, corrode or Consumer Service Department. I'll gladly 


stain never needs painting send you FREE Rusco Prime Window liter 


Sliding glass panels removable from the ature if you'll write to me at the address 


mide for easy cleanin 
— y 9 below —or call your nearest Rusco MAN! 
Glo: replacement is quick and easy with 


Rusco's. vinyl plastic spline that serves as 
“putty” ond can be reused THE F. C. RUSSELL COMPANY 


Dept. 7AB 125, Cleveland 1, Ohio „ in Conodo: Toronto 13, Ontario 


Frees LITERATURE available on Rusco Awnings, Door Canopies 
and Screen and Storm Door Combination. 
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The woman you want 
to sell...is already sold 
on this monogram 


reach for the big plus that only 


GE home heating and cooling gives you 


General Electric has spent millions of advertising 
dollars to convince folks that the product displaying 
this monogram & is tops in value and periorm- 
ance. In turn, these men and women have spent bil- 
lions at the consumer level because they believed in 
What's that got to do with the 


building business? Plenty! You 


G.E.'s superiority 
cash in on this tre 
mendous backlog of pre-selling when you make sure 
that the G-E monogram is on the home heating and 
cooling equipment installed in your homes. 

Prospects are convinced you're giving them more 
for their money when it's draft-free G-E Air Wall* 
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System of home heating and cooling. They expect— 
and get greater comfort and convenience. You can 


expect — and get — more sales in less time than ever. 
But talk to a man who knows. He's your G-E dealer. 
Call him today. He's listed in the Yellow Pages of 
your phone book. 


Home Heating & Cooling Dept., Bloomfield, N. J. 


Progress /s Our Most Important Product 
GENERAL Qo ELECTRIC 


Opes, TRADEMARK OF GENERAL ELECTRIC CO, 


add 50% greater 
FIRE SAFETY 


to lath and plaster ceilings 


The simple addition of Keymesh 
galvanized reinforcing lath over 
gypsum lath increases the fire 
rating reference of a ceiling from 
one hour to one and one half hours, 
when finished with !4 inch of light- 
weight aggregate plaster. 

This increased fire safety is 


further evidence of the excep- 
tional value Keymesh reinforced 
lath and plaster adds to every 
building, from the low cost home 
to large commercial and industrial 
buildings. It's another reminder 
that Keymesh costs so little, but 
adds so much. 


PLUS positive protection from cracking 


When Keymesh lath is used, your 
entire ceiling and wall surface is 
reinforced with a vast network 
of multi-directional reinforcing 


wires, adding far more protection 
from cracking. This protection 
that stops cracks before they start, 
costs so little, but adds so much. 


PLUS greater over-all strength 


Keymesh lath helps the plasterer 
get a full, uniform thickness of 
plaster. With its open mesh, each 
wire is fully embedded, while 
serving as a gauge to assure the 


full !4* thickness of plaster speci- 
fied. Full, uniform thickness 
assures greater over-all strength 
Yes. Keymesh costs so little. Key- 
mesh adds so much. 


Recommended and used by America's leading lathing and pl-stering contractors. 


KEYSTONE STEEL & WIRE COMPANY 


PEORIA 7, ILLINOIS 


KEYMESH * 
FABRIC  * 


KEYBEAD * KEYCORNER 
KEYSTONE NAILS 


KEYSTONE WELDED WIRE 


* TE WIRE * KEYSTONE NON- 
CLIMBABLE AND ORNAMENTAL FENCE 


KEYMESH ME 


GALVANIZED REINFORCING LATH 


Here's all you dol After gypsum 

lath is applied, cover it with Keymesh. The 
exclusive reverse-twist weave makes 

it unroll flat; go up flat. It's so easy to 
apply. Then it's plastered, following 
customary practice. Proved through 

the years as a superior reinforcement 

for stucco, it now brings new value 


to lath and plaster construction. 


it adds so much, it costs so little. 


For highest quality at lowest cost, 
use the 3 KEYS TO STRONGER PLASTER 


3 KEYS. TO 
STRONGER PLASTER j 


at ` 
/ KEYMESH th f y € jl! reinforcement ? 


ö | MA ie t ] * ea v ver wire f Dt 
| J e mmendecd for " " rat ' " 
j i ' 


KEYCORNER sirip lath, pref 


N KEYBEAD corner lath. with pre 
| formed beod f cut T rners. Oper 
TP 


Nae 


The heme of Edgar J. Kovimenn, Felling Woter, Bear Run, Pennsylvania (used by permission). Photograph by Hedrich.Blessing 


The famous Falling Water“ house, world's most publicized 
residence, designed by Frank Lloyd Wright, is equipped with 


THRUSH Vor Maret Heat 


This beautiful home, one of his outstanding creations, was 
featured in the recent special Frank Lloyd Wright issue of HOUSE 
BEAUTIFUL. Naturally we are proud of the fact that this famous 
home is heated with Thrush Forced Circulating Hot Water Heat and 
that Mr. Wright has frequently specified Thrush system in other 
homes of his design. 


Whether you are planning or building beautiful homes like 
this or smaller unite for individuals or housing developments, you'll 
find Thrush Radiant Heating a real sales advantage, appreciated by ^ 9 $ 
discriminating home builders. It is completely automatic and pro- 2 


vides constant radiant warmth without any noticeable temperature — 
variation. 


+ 
Pipe coils hidden in the ceiling or the floor or radiant base- L 

boards use no floor space. The same heating boiler provides plenty 

of hot water for kitehen, laundry and bath the whole year through. 

Installation cost le low, maintenance is negligible, while fuel con- 


sumption and operating costs are amazingly inexpensive. A— 


o? 
Ms 

" 

7 

| 

Us 


See our catalog in Sweet's or write 
Dept. G-12 for more information. 


n. a. THRUSH « company pauan wana 
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The colors... 

the styling... 

the engineering... 

build your reputation 

for quality and win new 
customers. The complete 
line — nationally 

advertised in full color. 

It's good business to install 
Plumbing Fixtures and 


Heating Equipment by 


dps 7 | 
"m | 
| "M f 


PR afe. OL a? 


RICHMOND RADIATOR COMPANY 


16 Pearl Street, Metuchen, New Jersey 
AFFILIATE OF REYNOLDS METALS COMPANY 


"WRITE FOR NEW ILLUSTRATED CATALOG 


+ 


i ee 


mew FOLDOOR 


a » 
725 £ UM 


T 
n e 
PCRS por ane 
MET ax 5 axi... 2. Ste Eee 2 ee 


e 
By the makers of famous FOLDOOR -ine one complete — of 


FABRIC-COVERED FOLDING DOORS 


Nin A HOR) 


‘ol-Bal 

4 - 

"m HIP 
B hou nh 


tort ÞING 


Specified by architects for finest homes, First door in the middle-price range to Choice of smart builders and home- 
schools, churches, institutions offer all 4 “plus features" makers in the lower-price field 


HOLCOMB & HOKE MFG. CO. INC., 1545 VAN BUREN ST., INDIANAPOLIS, IND. + In Canada: Folder of Canada, Montreal 26 
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BES- STONE felt 
Block hes color, te» ture 
and prepertion 


Split Block is Making Progress us an 
Acceptable Construction Material for 
Homes, Motels, Commercial Buildings 
and Other Types of Structures. 


* 


7 
a 


The use of split block is increasing rapidly 


rden 


And with good reaso: This beautiful 
and wed building material offer 
numerable opportunities to builders in all 
classifications. Not only has split block 
the appeal and durability of fine quarried 
far bevond stone in its 


bilitv to various t pes of construc 


Soli! blech gives both «moll end large hemes Covrsed rondem patern epit block — e 
thot distinctive stene mesenry  GOppeorence. foverite of meny builders and heme owners 


With split block, the designer has a wider range of color, BES-STONE—“the split block with character“ combines 
texture, and proportion with which to meet new ideas or cost all the advantages of regular split block with important ones 
pror * 
problems. Split block can be used as solid masonry, veneers, of its own. BES-STONE offers a choice of beautiful, perma 
cavity and solid walls, fireplaces, planters—for interiors as nent color tones, textures and patterns, in modular sizes. It 
well as exteriors, for commercial structures as well as homes. offers economy and versatility in construction, freedom from 
In fact, there is perhaps no other building material used today costly upkeep, and a distinctive charm that lasts for years. 
[ I 4 y up 
which is so ideally suitable to the demands of this new era 
in modern building. 
Colertu! split bioch ia stocked 
bend for living reem well 
Adds  hoevty Requires ne 
pointing. Challenges the ero- 


Olive ability af beth architects 
ond builders 


BES-STONE is a new and modern building stone, a prod 
uct of V ibrapac Block Plant For complete details and 
information, contact your nearest Vili ipa: Plant, or write 


—T 5 Ae P g eag e Besser Company, Box 183, Alpena, Michigan. 
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Leber time is cut 30% with Temlok Roof Deck. This casy-to- 


handle building material does the work of several old-style materials 
It es construction time and cost by providing trong roof 
d omplete insulatior ellent vapor barrier, and an attracti 
finished cciling—in one material After your men nail Arn 
'Temlok Roof Deck willug be nly the application of buil 


rvoling is required to compl entire r $ the hous 


Installation time «ut 35% by 
Temlok® Sheathing. Temlok 
boards are hig, strong, light 
weight . . . are 

up the ladder and 

fold. Each 2’ x8’ | 

16 | ft. and 

nailed Mace 

is w ather proof 

out, building paper 

nated. Two m 

an average hous 


str ng Óemlok it 


Unloading direct from truck to roof saves valuable handling 

time. Cumbersome old-style materials have to be du i 

on the ground, then hoisted to the roof as needed. Securely 

wrapped Temlok Roof Deck—32 sq. ft. to the package—is 
th 


easily stacked a small portion of the roof til used. 


You never stop saving with 
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Unloading time slashed, jobs get started faster, Temlok Less waste because Temlok Sheathing fits accurately over 


framework of studding 16” on centers 
only 5% 
job sit ind There 


iur men full 24 


comes neatly wrapped in easy-to-handle package 
taining 96 sq. ft. of sheathing. Temlok Sheathing for 
entire use can be quickly unloaded at the 


stacked in neat piles within easy reach of 


con Temlok waste is 


compared to an average of 20% with wood 


no dimensional loss with Temlok—2’ x 8’ Temlok is 


wide, while 6” wood sheathing is only 5%” wide 


Big savings in roofing waste because Temlok Roof Deck wit! 


Beautiful ceiling costs nothing, requires no labor, The under- 
its standard 2’ x 8’ size can be installed on beams 24 


l sicie of Te mlok R of Dech i fac tory finished witl two i t t 
ter This me i 1 scrap ! 


light wy paint As your men close the roof fre 
"is beautiful «posed beam ceiling is completed automat 
Vemlok Roof Deck cuts clean t | 


ceiling pl t 


labor tune nd naterial 


ring and painti ire eliminated, Y 
al | 


triking new exposed beain ceiling that helps sell pr 


For full details greater 


Wal ? i ings with 
Ay t l ) | 


strong building supply dealer or write 
Ar 


12 Rider Avenue, Lar ter Pe 


(Ar 


A mstrong TEMLOK ... house... after house 


SHEATHING * ROOF DECK * INTERIOR FINISH 
DECEMBER 1955 


What 


a Difference 


a Coat Makes! 


Partitions and Built-ins 


When you're going to paint it... 
Use Primecote Presdwood! 


]t eliminates one-third to one-half the work of fin- 
ishing the gurface cuts down the time and cost 
of painting. Also permits getting a better finished 
job than otherwise would ordinarily be possible 

Any Presdwood* product with a smooth 
surface, including both interior and exterior types, 
is available in Primecote 

Whether your finish coat be oil or emulsion 
paint, you'll find it goes on easier, laste longer on 
Primecote Presdwood. The smooth, uniform prim 


Look for this man 


er coat, sealed on at the factory, resists chipping 
or flaking when sawed...has a neutral gray color 
to take light tones or dark colors equally well 

Remember, Primecote is a plus advantage. You 
still get all the time-tried benefits of sturdy, grain 
less Presdwood panels that solve so many building 
problems... better! 

Get Primecote Presd wood at your lumber dealer. 
Or write for more information to Masonite* Cor 
poration, Dept. AB-12, Box 777, Chicago 90, III. 


He makes the difference 


MASONITE PRIMECOTE PRESDWOOD 


PAN EL PRODUCT O F 


MASONITE 


CORPORATION 


Not immediately available west of the Rockies 
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When the first thing prospects see in a new house is this and then when they notice this sign on a window aill or 
guarantee... 


mantelpiece... 


— later pick up and look through this colorful they are getting very sold on the house that has this lock 
iterature $ 


—the handsome Sargent AlignaLock! 


ALIGNALOCK Sales Aids 
Sell Houses! 


Above, you see a couple making up their minds to 


owner brochures...the colorful literature. Sargent 
buy a house. 


gives them to you free. Use them to put sell in 
AlignaLocks and AlignaLock Sales Aids have con every room! 
vinced them that quality products have been used 


! " Get in touch with your supplier today 
throughout their “new hom: 


and ask him all the facts about Aligna- 
Experiences like this are taking place today al Lock. Or write di- 


over the country. Many hundreds of builders hav« rect to Sargent & 
told us that AlignaLock and AlignaLock Sales Aids Co., New Haven 9, 
help sell the house Conn. Dept. 9M. 


Put these sales aids to work for you. As shown ® 
above, hang the guarantee certificate on door 


knobs. It unconditionally guarantees AlignaLocks SARGENT L CK 
for the life of the house .. and makes a tremen 
dous impression on prospects. 


Take full advantage of the house signs . . , the home "A sign of a well built house" 
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CHASE COPPER... sign of QUALITY in drainage lines/ 


Remarkable how inexpensive it is to give drainage lines two-way extra 
quality, with Chase copper drainage tube (DWV). Far longer service 
life and greatly improved efficiency are assured, 


Drainage lines of Chase copper tube resist corrosion—can t clog with 
rust—stay efficient over the years! Their interior is smoother; flow is 
unobstructed at joint connections—larger volumes of waste water can 
pass through them because friction is reduced! 


Chase copper drainage tube is 4 times lighter than ordinary drainage 
pipe. Can be pre-assembled and installed with great savings in time! 
It can be cut to length right on the job. Requires fewer joints because 
it comes in 20 foot lengths. And rugged, leakproof solder joints fit 


within standard partitions, eliminating expensive furring out! Longer-lasting radiant heating installations ar« 


: economical, quick and clean when made from 
Insist on Chase copper drainage tube (DWV). Add extra- value to Chase copper water tube. No worry about leaks 


every home--with little or no extra cost! or repairs—can t « log w ith rust! 


a S Pi The Nation's Headquarters for Brass & Copper 


BRASS & COPPER CO. 


WATERBURY 28, CONNECTICUT « SUBSIDIARY OF KENMECOTI COPPER CORPORATION 
4e AMERICAN BUILDER 
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Only 90 seconds 
te change barrels 


Easy change from one 
stud size to the other 
right on the job! 


REMINGTON 


STUD DRIVER 


Sets both 14" and %" studs in 
steel or concrete - in seconds! 


Light-, medium- or heavy-duty fastening, the new Model 
455 Remington Stud Driver speeds the job. It seta two 
different size studs... up to 6 studs per minute, either 
size... and offers new possibilities in anchoring conduit 
clips, steel frames, wood forms and many other fixtures, 
Powerful 22 and 32 caliber cartridges drive and 
*4" studs solidly into steel or concrete. For special 
medium-duty work, the smaller cartridge is used with 
the larger stud. Result: the greatest flexibility ever in a 
cartridge-powered tool! Just clip coupon for details 


"If It's Remington—It's Right!” 


Remington amm 


MAIL THIS COUPON TODAY 


IITIIIIIITITITIITITIITIIIIITII -"-————-— 


Industrial Sales Division m WM 
Remington Arme Co., Inc., Bridgeport 2, Conn 


Please send me your free booklet which shows where and how 
to use the cost-aaving Remington Stud Driver fastening method 


vame " " " Position 
Firm 
Address 


| —————— Mate _.. 


26012 %„%%„6„%„%„%„„6„%„.„(c) „„ 
eee See SOS „% „„ „„ „%% „% 


A.B.-12 


„„ „„ „„ % % % % „% 6 ö ͤö 
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New. Exclusive with Pabco. An % 
‘combination rubber-plostic tile. Ad- 

vantages of both priced under all- 
vinyl. Plenty durable. Eight swell 
colors. Ideal for our Bank job.” 


— 


MIRACON TILE 


“Surely you're using this in the Hendry fac- 
tery? Absolutely tops for all industrial 
floors. Nobody has ever imitated it. Na 
wonder the Govt. buys it by the mile!” 


PAB 
L 


“Here's how we can hold costs but put | 
style ond sell into those Tract Houses. 
Lots of variety —4 styles of decoration, 
each in a ronge of smart colors. 


“Praise be! Plastic at the right price! In beau- 
tiful grain and eleven gorgeous colors. Per- 


fect for our Motels. J. B. wants it in his new 
office. In Helen's kitchen, too!” 


on! What colors! Lets 
| hotel job. Note — IMs 
* 


PS.- 


PLEASE SHOOT THIS COUPON 


IN TOO, we WANT THE FULL. 
Fi 


ame = =, 
2 
—— 


Re 475 Brennen, Sen Francisco 
me — me more information on ð 
ug, and tell me where / — 


5 
«€ samples, Am especially interested jin 


Pabco Products ine, s 


*"*Better engineered 


CECO windows helped 
cut labor costs 307 


says Maurice C, Melberg, President, Reliance Building Corporation 


@ Labor is one of the major costs in building . . . 
cutting labor time means cutting costs. So reasoned 
Maurice C. Melberg, president of Reliance Build- 
ing Corporation, when he chose Ceco-Sterling Alu- 
minum Double-Hung Windows for his 450-resi 
dence project in Westchester, Illinois. By using 
Ceco-Sterling Aluminum Windows instead of wood, 
the work of fitting and trimming by carpenters was 
eliminated . . . 30% was saved on payrolls. Time 
saved here helped meet the completion deadline on 
the project. And Mr. Melberg saves further time 
and money because he has no call-backs. Ceco 
Sterling Windows are quality controlled — the finest 


residential aluminum double-hung windows in 
America they open and close easily and add to 
the beauty of the homes. Here are their 3 major 
advantages: (1) — The corner construction of frame 
and sash are welded and 


sealed water-tight. (2 


ill corners are 
Muntins are interlocked 
at the cross joints and at the abutting sash sections 
(3) — All sash are completely weatherstripped with 
stainless steel, assuring the 
Consult 


he frame 


ightest weatherseal. 
in your pre-planning 
an show 


Ceco Engineer 


stage. Chances are the you how to save 
a < provide better engineered wind 


help you sell homes faster 


that will 


Series 60-8 Ceco-Ster- 
ling Aluminum Double: 
Hung Window, Type M 
Full line of sizes and 


additional 
available, 


types 


are 


Offices, warehouses and fabricating plants in principal cities 

General Offices: 5601 West 26th Street, Cr 

Metal Windows end Ooore è R/C Duct Fla 
Metal Resting © Lathing f ux 


e Steel Joists 


ift CONSTRUCTION PRODUCTS CECO ENGINEERING MAKES THE BIG DIFFERENCE 
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BUILDER 


A AWARD 


* 


Burtur A 


AWARD 


Design... 


Best model homes 
of 1955 


The judges picked these houses as the best of 


this year’s American Builder Award entries 

Award winners were picked on the basis of the requirements shown 
below. The box score with each house shows how the judges rated 
it on a percentage basis. Of the four prize and eight honorable 


mention awards, eight are presented here. Four will appear later. 


How does your model house meet these six requirements? 


Promotion 


American Builder brings its contest 
on National Home Week up to date 


N Home Werk, like every relatively young 

and virile institution, is changing its pattern. In 
1954, for the first time, it began to be a preview of 
the new models for 1955. This year that pattern was 
established nearly everywhere 

When the idea that resulted in National Home 
Week was proposed to NAHB originally, its author 
expressed the hope that eventually the current “pre 
view idea" might be realized. But, at that time, the 
need for the Week was something quite different. The 
first purpose was to combat the clamor for publi 
housing by taking the case of the home builders di 
rectly to the public 

In ite next phase, the purpose of National Home 
Week for a couple of years was to clear out unsold 
housing inventories before winter set in. During these 
years American Builder, having a paternal interest 
in the Week, conducted contests among Associations 
of Home Builders to offer incentives for better pro 
motions of the event and more widespread community 
participation. So great has become the success of the 
Week, our editors decided that no further incentive 
of this kind was needed, 

Thus, our traditional “association contest” was 
changed thie year from chapter participation to in 
dividual builder participation, with the awards going 
to the builders who, in the opinion of a panel of 
judges, offered the best house from six points of view: 
design, floor plan, sales appeal, construction, equip 
ment, promotion, 

On these pages are some of the winners of our 
"new" contest. They reflect the builders’ approach to 
the new era of “new model” selling. This is important: 
they are not necessarily the best houses shown during 
National Home Week from an architectural point of 
view. In some cases they are astute compromises be 
tween what the builder wanted to do and his gauge 
of what his prospects would accept. 

The future should see National Home Week, and 
American Builder's contest, play a large part in 
rapidly accelerating the year to year improvement of 
saleable new models —Ed Gavin 


THe JUDGES: From | to r, J. G. Maynard, pres, Fulton 
Morrissey Co, Chicago; J. M. McDonald, vice pres., The 
Buchen Co, Chicago; Martin H. Braun, architect-builder, 
Oak Park; and C. R. Hunsicker, Curtis Companies, Inc., 
Clinton, lowa. 


PRIZE WINNERS 
BEST MODEL HOMES 
OF 1955 


N. O. Simmons Building Co. 
326 Rexford Drive 


San Antonio, Texas 


Quality Homes by Leonard, Inc. 
14217 Lake Hills Blvd. 


Bellevue, Washington 


John Rose Co. 
P. O. Box 683 


Charlotte, North Carolina 


Roy E. Olson 
6106 Excelsior Blvd. 
Minneapolis, Minn. 


HONORABLE MENTION 


A. E. Harrie 
Corpus Christi, Texas 


Paul K. Enghauser & Associates 


Minneapolis, Minnesota 


Q. A. Collins 


Minneapolis, Minnesota 


D. M. T. Development and Construction Co. 


St. Louis, Missouri 


Guaranty Loan & Real Estate Co. 
West Memphis, Arkansas 


Gordon Nichole 


Dallas, Texas 


F. D. Kindred 
Lexington, Kentucky 


Clendon Miller 
Lubbock, Texas 
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OUTDOOR LIVING is a must in this part of Texas, This big room, or through door at right from the master bed- 
patio can be reached through sliding doors from the living room. Roof is crushed sone, comes in five colors 


Tailored to Texas taste 


DRAMATIC night picture of prizewinning 
"Capri", showing the effective use of ver 
tical siding and contrasting brick > 


1 ST PRIZE 
AMERICAN s dinone 
BUILD f R Sen Antonio, Texas 
AWARD Here's how judges rated this houte 


SALES APPEAL 


SHOP-STOR 
T-Yiy-3" 


CARPORT 
20'- C- 


FLOOR PLAN shows the good circulation 
and excellent bedroom privacy provided 


by architect Charles Armstrong, A. A 
Note large number of big closet Y 


BEDROOM 
-- 
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IT REALLY PULLED THE CROWDS, continued 


A style show to win the women 


“he judges were impressed with the attractiveness 
of the Capri, and with the value it represented 
price of $18,900, including full air conditioning 
But what really bowled them over was a powerhouse 
promotional program that included the kitchen sink 

and a good deal more, besides 

Ridgeview,” the 508-house development of which 
the "Capri" is a part, was N. O. Simmons’ first crack 
at the San Antonio housing market, and he wanted it 
to be 3 memorable one. He made arrangements with 
the Stowers Furniture Company of San Antonio for 
furnishing the models and for combined advertising 
and set up a similar arrangement with Wolff and 
Marx Department Store for appliances. Mildred Mor 
ton, executive editor of Vogue Magazine, was invited 
down as guest of the company, and spoke at various 
functions during National Home Week. Three day 
before the opening of the project, Simmons combined 
with Wolff and Marx to stage a style show at the 
project site that brought out 1200 people many 
of them prospec tive buyers 

l'hen, on the morning of the grand opening, Sim 
mons put out a ten page newspaper section in each 
of the San Antonio newspapers 

The payoff was an opening day crowd of 12,000 

Advertising totaled 300 inches of newspaper space 
20 television spots, and 115 radio announcements 

Products featured—American Standard bath 
room fixtures; Youngstown kitchen cabinets; West 
inghouse appliances; Lennox heating and air condi 
tioning; Sun Valley Jr. plate glass doors; Barlite 
stone; Economy Sales Co, locks and hardware; Stan 
thonv ventilating hoods; Nutone door chimes. 
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A FEW OF THE 1200 PEOPLE who turned out to watch 
the fashion show, three days before the opening 


Y — 
P n 


SIMMONS OPENS "RIDGEVIEW 


TEM PAGE NEWSPAPER SECTION was put into each of 
the San Antonio papers by Simmons on opening day 


WINDOW DISPLAY in Wolff and Marx Department 


store, for fashion show which more co-sponsored 


MILDRED MORTON, executive editor of Vogue, being 
interviewed en the air. She was guest of Simmons 
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STRONG, LOW ROOFLINE is feature of the “Westwood”, cate post- and-beam construction. Class doors lead into 
contest’s second prize winner, Projecting beam ends indi- family room; window at left ie in living room 


This was labeled "best buy" 


2 d be. house was a strong contender from the start; 

AMERICAN ND PRIZE when the judges saw the price tag on it--$13,800 
Kinney Leonord —they quickly elevated it to second place 

BUILDER Seattle, Washington The “Westwood” is part of Lake Hills, a community 

AWARD Here's how judges rated this hovie in Bellevue, Washington, developed jointly by Leon 

ard, and another builder, Bell & Valdez, and expected 

eventually to include some 4000 homes. The Pacific 


Northwest has been showing a fondness for contem- 


porary styling. so architect Ronald Campbell made 
the “Westwood” strikingly modern. This was a strong 
reason for 100,000 people visiting the project during 


SALES APPEAL National Home Week, and for eighty-three of them 
coming away full fledged home owners 


FLOOR PLAN 


CONSTRUCTION 
EQUIPMENT 


PROMOTION 


BALLOON POODLES were given away to all who visited the 
project; were credited with being a big drawing card by 
the builders. All the kids wanted them, and as shown 
above, made their parents stand in line to obtain them > 
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THIS HOUSE WAS LABELED BEST BUY continued 


MODERN VERSION was most popular, but for the more con- 
servative, the model shown in inset was also available with 
the same floor plan and at the same price. 


oes; 
Yo 


d 


¥ 
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Outside, good looks.... 


1 judges agreed that the “Westwood” was an un- 
usually attractive house, but they were even more 
enthusiastic about the floor plan, shown at the top of 
the next page They liked these features 

€ The dead-end living room, completely apart fron 
the bedroom wing. Late entertaining would not keep 
the children awake, with this arrangement 

è The family room, placed where it 
good in a small house 


an do the most 
kitchen 
supere ised from the 
kitchen; at meals, it becomes a roomy dining room 

* The kitchen—compact, well designed, equipped 
with plenty of cabinets. A double sink eases the chore 
of dishwashing. Appliances are purchased as extras 
but their cost can be included in the regular monthly 
mortgage payments 

€ The half bath, which doubles as a laundry and 
utility room. Clothes washing can be done out of the 
kitchen, but at no great distance from it. 


jé 


beside the 
the day it acts as a playroom 


During 


e The full bath, with a mahogany vanity, topped by 
a big plate glass mirror. It is backed up to the half 
bath to shorten plumbing lines, reduce cost 

e The double 
outside and inside 


from both 
and situated between bath and 
bedroom where it pr wides extra sound insulation 

e The 
large slidin 
LJ The corridor 


closet, accessible 


stor age 


bedrooms good sized, and pros ided with 
door closets 

long, but not to 
sible the ideal trafhe circulation 


the house 


long. making | 
All major areas of 
an be reached independently 

Products featured—Westinghouse appliances 
floor American Standard 
plumbing fixtures; Sky Vue Aluminum sliding doors 
United States Gypsum drywall; Rossoe Contour-Aire 
furnace; Basco tub enclosures; Feltrock wool insula 
tion; Weiser hardware; Lamanart plastic drainboard 
Trade Wind exhaust fan; Durwood Narrow 
windows; Formica counter tops 


Armstrong coverings 


I ine 


AMERICAN BUILDER 


STORAGE 
$ 


BEDROOM $ 


9-9^::0-9* 


BEDROOM 
1-0 - 


DOUBLE STORAGE CLOSET provides both inside and outside 


storage, acts as sound barrier between bedroom and bath 


PLUMBING AREAS are 
keeping pipe runs at a minimum and thus cutting coat 


arranged adjacent to each other 


TRAFFIC PATTERN reache 
no traffic crowes through a living or sleeping area 


| maximum of efficiency here 


FAMILY ROOM doubles as dining room. Closet and planter 
at left stop short of ceiling, create feeling of space 


j 
| 
| 


/ 
/ 


L 

++ 
J 

j 
| / 


KITCHEN 
9g-e^7- 2" 


FAMILY ROOM 
14-070 126° 


I 


LIVING 
16-90 12-9" 


.... inside, good living 


LIVING ROOM, showing the fireplace and the attractive 
use of brick and wood paneling on the wall. The furnace 
is in a closet behind the wall at far left, where ít con use 
a flue in the existing chimney 
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THE KITCHEM, as seen from the family room. The sliding 
glass doors at the right open onto the terrace. Wall. 
oven and counter range are not included in purchase 
price, but their cost can be added to mortgage puyments 
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BRICK EXTERIOR goer well with the conservative lines of 
the house, give it an unusually solid appearance. House 


bi 
was very popular during National Home Week more 
than 24,000 people visited it. Sales were said to be good 


Traditional still gives 


he “Kirkpatrick,” designed by Emery Holroyd, 

was a star of Charlotte’s National Home Week 
parade. At $20,000 it included a refrigerator, wall 
oven, counter range, dishwasher and washer-dryer, as 
well as full air conditioning. This, with its handsome 
brick siding, den-kitchen 
enough to establish it as third place winner 

Products featured—Westinghouse appliances: 
Carrier air conditioning 
ing fixtures 


and « vered porch was 


American Standard plumb- 
Formica cabinet tops; Universal win 
dows and screens; Alwintite "Pan-O-Rama" doors 
Ratox doors; Robbins vinyl floor coverings; Benja- 
min Moore paint; Roddiseraft paneling 


dao PRIZE 


John Ross 


Charlotte, North Careline 
Here's how judges reted this hewse 


KITCHEN, «een from family room, with covered porch off 
to the left. Dining room is to the right and beyond kitchen 


|i TCH | DINING 


DE | 
- W- Fu ue e 


BE 
id-0u$-4* 
BEDROOM f c 
[ j or eee FOYER 
i. 
GENEROUS SIZE oí all rooms is shown in the floor plan 


Kuchen le between formal and informal dining area 
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EIGHTY-TWO FOOT LENGTH of the house is broken up by will be similar; the aim of the project, eventually to total 
the projecting two-car garage, Other houses in development 180 homes, is to sell custom-built homes. 


a lot of house for the money 


"This lavish model is one of three higher priced breakers; Nu Tone and Trade Wind fans; Sunbeam 


houses that were a part of Minne ipolis Parad furnace; Curtis millwood: Overhead garage door and 
Homes. The ire located in Forest Hills. a ne U ltronic radio opener Westinghouse appliances Gl 
development whose units are expected to range in lextolite counters; I. O. F. Thermopane; U. S. C, sheet 
price from $35,000 uy rock and insulation, Carney Rock Wool insulation 
Ihe basement is one of the most interesting fea- Bruce oak flooring; Vermont Slate Co. floor; Arm 
tures of the house, and is particularly suited to a trong floor; Kentile floor: ceramic tile by Americar 
large and unruly family. There are two enormous Olean Tile Co., Mosaic Tile Co., U.S. Ceramic Tik 
recreation rooms with fireplace between them, and a Co., Cambridge Tile Mfg. Co.: fixtures by Acme Lan 
bar in the corner of one, a half bath, a big laundry terns, Inc., Halcolite, Centre Lighting ( Jay Light. 
and room for a workship or hobby area ing Co., Lincoln Lighting Products: American Stand. 
Products featured—Minneapolis-Honeywell Tap ard plumbing fixtures. Insulite backer board; Weyer. 
d Lite switches and heat controls; Square-D circuit hauser shakes and lumber 


` AMERICAN 411 PRIZE 


Roy E. Olson 

BU L DE R Minneapolis, Minnesota — 67-6 - i 

AWARD Here's how judges rated this house C 
DISIGN ] FAMILY RM | 

mT-93»hif-9" 
BE DROOM 

FLOOR PLAN "n "uL V s i 
ONG KITCH. m i 2 


. DINING 


a » ie | 
f 

| GARAGE 1 S be o pa 113 
A- N- MAIN FLOOR — 


UNUSUAL LAYOUT i« based on two entrances, service and 
from. Family room could also be extra bedroom, library 


SALES APPEAL 


CONSTRUCTION 


EQUIPMENT 


PROMOTION 
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4 


x» 


DINING AREA AND ENTRYWAY are shown in this picture. side, china closet on the other. The pass-through from the 
Room divider in the center serves as coat closet on one kitchen is to the left, out of sight. 


Raising the roof 


RAISIO ROOP SECTION over the formal living 
area provides interesting and attractive contrast to 
the flat. roof over the rest of the house b 


AMERICAN HON. MENTION 
A. E. Harris 


Corpus Christi, Texas 
Here's how judges rated this house 


DINING | 

| LIVING wr 
TWO PRINCIPAL ZONES are clearly shown in the jf manam i 
plan, Formal sone is in the lower part of the lay r d 


out, informal at the top. Utility arca separate: | H E Lon T Je 
them. b f 


AMERICAN BUILDER 


FIREPLACE CORNER is on the opposite side of the house 
from the picture at left. Both ite position and its material 


for lighter living . 


ot seem in the usual way, this would have been just 
another flat top—attractive, but undistinguished 
But by raising a section of the roof, architect Gale 
Cook has created a fascinating de sign and made por 
sible an unusually bright interior 

Phe raised roof is over the living room area. The 
plate line is carried through at the same height as in 
the rest of the house; the plank-and-beam roof is 
raised up more than a foot. and fixed glass is installed 
in the space between the plate and the roof. The pi: 
tures at the top of these pages show the happy result 
inside the house—an unusual effect of light and light 
ness, as if the roof were actually floating unsupported 

Separating the zones for formal and informal lis 
ing, or for adult and children's areas, is considerably 
more difficult in a one level house than, say, in a split 
level, where the basement provides an inherent sepa 
ration. The judges were impressed by the way the 
problem was handled here. The master bedroom and 
bath were located next to the living room and across 
from the kitchen; then, at the other end of the house 
the space that would normally have been a corridor 
between the other two bedrooms was widened t 
eleven feet, and became a playroom, with the tw 
bedrooms opening onto it 

Products featured—General Electric kitchen 
appliances; Ador sliding doors; Ratox folding doors 
Briggs plumbing fixtures; Gyro brass trim; Mission 
water heater; Payne “Imperial” forced air furnace 
U. S. Airco air conditioning; Louver Leader jalou 
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give it a feeling of warmth. Note how the clerestory 
windows under the raised roof admit extra light 


Alwintite windows: Formica 
counter tops; Paleo Wall insulation; Swivelier, Gen 
eral Lighting Co., and Slimline electrical fixtures 
Armstrong floor coverings, Western Red Cedar siding 
Mexican Adobe brick 


Sies: ( ‘rosley windows 


ALCOVE is part of the family area, projects out from the 
back wall to provide a window to the left and a door to 
the right. Louvered doors slide back, form one big area 


MAKE IT HANDSOME ON THE OUTSIDE. Here brick and 
wood form enough siding variation to be interesting, but 
not so much as to give a chopped-up effect. The big 
windows in the living room are attractive in their simplicit 


(Whe success of this Minneapolis award winner 
X. proves that there are lots of people who are per 
fectly willing to spend up to forty thousand. dollars 
for a house if—and it's a big if—they're sure they're 
getting their money's worth 

The judges were unshakably firm on one point 
while certain sacrifices might be necessary in the plan 
of a low priced house, there was no excuse for onc in 


this range having anything short of a perfect layout 


HON. MENTION 


Q. A. Collins 


Minneapolis, Minnesota 
Here's how judges rated this house 


AMERICAN 
BUILUER 


AWARD 


CONSTRUCTION 


PROMOTION 


"- 


MAKE IT SPACIOUS INSIDE, The buyer of a house 
at this price expects lots. of room, gets it here, 


How to market 


This one passed with flying colors for obvious reasons 
Every area can be reached from the center hall with 
out passing through any other, and there is surpris 
ingly little wasted corridor space. Room is provided 
for every imaginable activity 

There are other luxury features: ten-foot closets in 
each of the four bedrooms; complete carpeting and 
drape ries for the entire house. There are 2200 squari 


feet of living space, exclusive of the tw ar garage 


BEDROOM } 
ee 


- 
- 


AMUSEMENT FM 
29-409. 


BASFMENT 


AMERICAN BUILDER 


GIVE IT LOTS OF BUILT-IN EXTRAS... 
In this living room, and included in the sales price, are 
a television set and a hi-fi unit in custom cabinets, 


. « . AND A LABOR-SAVING KITCHEN 
This culinary department includes a wall oven, a counter 
range, disposal unit, dishwasher, and miles of cabinets 


a $38,500 award winner 


And there i» all gas ¢ ooking water he ating and on- d 
house heating from two furnaces 
And finally, whether the owner is a big game hunter 
or just afraid of nocturnal prowlers, there is a built 
in gun rack for his personal arsenal 
Products featured —-B. F. Nelson, roofing; Ger 
: eral Electric furnace; American Standard plumbi: 
! fixtures; Roper gas ranges; Kitchen Aid dishwasher 
Waste King disposals 


Roddiscraft paneling; Ai 


GIVE IT LUXURY UPSTAIRS... 
A good looking fireplace wall is à must. Here it includes 
stone planter boxes, with wood panelling above 
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strong floor coverings 
rior shakes 


heaters 


Wevyerhauser-Kolorite exte- 
Roway garage doors; Alumilux water 
lru-Seal Corn Belt Alu 
Flarley 
windows; General Plywood 
Libby-Owens-Ford thermopane Yale locks 

Hess bathroom cabinets; Stanley Ranch hardware 

Washington hardware; Sparta, Cambridge, and Car 
yle Quarry Tile Co.; 


Ande son W indow kaj 
minum Li 4 ombination storm w indow * 
Loetscher-F arlo-seal 


loors 


H B | ves window hardware 


«+ . AMD DOWNSTAIRS TOO 
There is as much space for informal living as for formal 
At left of fireplace is a barbecue with smoke hood 


63 


KITCHEN is unusually well equipped, as shown here. Strip LAUNDRY AREA i» backed up to baths, making a compact 
lights under cabinets make counters easy to work on. Wall plumbing unit, and patting it in the part of the house where 
is covered with ceramic tile, very popular feature dirty clothes collect, clean clothes are stored 


An ‘All Electric’ house for 


STRONG ROOF LINE, deep overhang help 


unify broken facade of housc 


AMERICAN HON. MENTION 
i DMT Development Co. 


$t. Louis, Missouri 
Here's how judges rated thie house 


SALES APPEAL 


CONSTRUCTION 


w-0^ 6-6 


LIVING 
22-0114 


PLAN shows unusually large family room, — — E — 


big all-purpose storage area at garage <- 
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LIVING ROOM is dramatically lighted by the attractive ceil 
ing fixtures over the fireplace, and recessed lights in the 


window valence., Louvered door to the right leads into 
family room, through-fireplace serves both rooms. 


high voltage sales appeal 


N^ matter how much appeal a house has, a first 
4 class promotion program will make it sell better 
lhe D. M. T. Development and Construction ( L 
St. Louis had this in mind when they built their All 
Electric Profile Home” shown here. The house 
built at Bayberry Hills, a D. M. T. subdivision 
in two months three exact d iplicates were 
from $33,000 to $38,000, including extras 

The builders credit the promotion program n 
big factor in the sale of a half million dollars in other 
houses in the development, many of them with fea 
tures introduced in the All Electric. The program wa 
a cooperative effort involving The Famous-Barr Ce 
who handled the "Profile" line of furniture used in 
the model; the Union Electric Co., who did all the 
electrical work; and Westinghouse 
appliances 


whe suppli« 1 the 


ard in the house was the heat 
pump, which was so popular that D. M. T. plans next 
year 10 do a whole new subdivis lon using this Iv pe 
of heating and cooling. An electronic air cleaner. and 
an air cleaner and purifier were combined with the 
he at pump 


Biggest drawir g 


Lighting is always an important electrical sales 
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feature, particularly since it is easy to demonstrate 
In the “All Electric" house, a low voltage system is 
used, with master switches for the whole house in both 
the master bedroom and the garage 

The lighting itself is made as dramatic as possible 
In one of the bathrooms, for instance, a space was 
blocked off between two ceiling joists and painted 
white; fluorescent lights were installed, and the space 
then covered with a plastic grating 

In the kitchen, indirect lighting i» installed over 
the tops of the wall cabinets, and lighting strips are 
set under the cabinets to light work areas. A pull down 
fixture lights the kitchen table 

Kitchen equipment is unusually complete, and all 
appliances are built in to take full advantage of avail 
able space. Included are a wall oven, counter range, 
refrigerator and freezer, dishwasher, and garbage 
lisposal unit 

Products featured —Anderson windows; Alton 
brick; Bird roofing; Gold Bond plaster and lath; 
Craig-Mar Tennessee Marble stonework; Kimsul in. 
sulation: Bryant Low Voltage System wiring; Mosaic 
ceramic tile; Crawford garage doors; Crane plumb- 
ing fixtures; Westinghouse heat pump and appliances 


ROOF LINE OF THE CARPORT io carried across part of the 
house's gable end, contributes both good looks and a feeling 


of size to the house. Two storage units form far wall of the 
carport, roof extends over patio in hack 


How to make a carport sell 


e carport of this Texas award-winner, designed 
# by Thomas Scott Dean, has been stretched out to 
do triple duty. In it mventional role, it shelters two 
cars, and houses almost ninety square feet of outdo« 
space. Carried part way across the front of the house 
it serves as a shelter for the main entrance 
further back than the house 
patio 

Construction of the house is concrete block, faced 
on the outside with stone: the interior of these same 


And run 
it forms a roof for the 


HON. MENTION 
Gordon Nichols 


Dalles, Texas 
Here's how judges rated this hewee p- 


DISION 

FLOOR PLAN 
SALES APPEAL 
CONSTRUCTION 


EQUIPMENT 


walls have the blocks left unfinished. Other interior 
walis are of stone around the fireplace, cherry ve 

neered plywood, and sheetrock. Cost of the house i 
$19,500 

Products featured—American Standard Plum! 

ing; Texcrete masonry units; Holiday Hill stone 

Schlage hardware; Ware aluminum windows; Mas 
land carpets; Roddis plywood; G. E. appliances; Jani 
trol air Bruce oak flooring 
floor tile; Nairn cork tile; Glidden paint 


onditioning Armstron 


BEDROOM 
-C 18-0" 


KITCHEN AND FAMILY ROOM join to form one large informal living area 
in the floor plan. Sliding glass doors at the end of the family room open 
out onto the terrace. Largest of the bathrooms ie compartmented, has a 
large linen closet; inner compartment is lighted by a skylight. 


AMERICAN BUILDER 


LOWER LEVEL FAMILY ROOM i» designed for recreation, ADJACENT KITCHEN is big enough for ite own dining table, 
entertainment, dining, all within easy reach of outdoors. ean be screened off from family room if necessary. Door 


Built-in wall is cypress. Floor is durable cork tile at rear leads to garden and children’s play area, ` 


~ - - 9-4 - --— 
SECTION OF LOWER LEVEL PLAN shows working relation 
ship between family room and kitchen that American 
Builder considers hottest trend for 1956. (Lower level also 
includes hall, half-bath, utility and storage area.) 


HOTTEST TREND FOR 1956, as seen in 1955's best model homes: a 
multi-purpose family room, preferably off the kitchen. That trend is 
shown to perfection in builder Dan Ostrow's Mikado“, the first 

in a new series of American Builder Award houses to be published next 


year. These trend-setters will be billed “ Editors Choice.“ 


FRONT OF THE HOUSE: (loor-to-vaulted ceiling window faves 
the street; it floods the middle level area with light that 


is picked up by white walle, fireplace, ceiling above teak 
colored beams. Area is 18x27’. 


BUILDER DAN OSTROW'S ''MIKADO''; 


AMERICAN 
BUILDER 
AWARD 


EDITOR'S CHOICE 


* front-to-back split-level has taken a giant step 
in Silver Spring, Md. 

Architect Jack Cohen, looking over his shoulder at 
the Museum of Modern Art's famed Japanese house 
pointed the way. Result: $19,000 worth of contempo- 
rary space-planning unlike anything else in the coun 
try today 

Look at the middle level above: it’s an 
18’x27' stretch of living area, directly off the carport, 
that’s just a few 
or family level. A 
living area into tw 


* how i 


teps up or down from the bedroom 
new" folding door that breaks the 

D" parate rooms is of course. an 
On all sides, the transition 
indoors is almost unnoticeable 


ancient Japanese idea 
from outdoors t 


window 


vast 
vaulted ceiling flood 
the area with light: one glass wall slides open to the 
terrace, identical shrubbery has been planted both on 
the patio and in the living area itself; white walls and 
teak-colored beams give an out-of-doors feeling 


spaces from floor ti 


Japanese-inspired 


The sleeping area, in the Japanese manner, is con- 
trastingly cozy. But the area is not stingy on space 
The master bedroom has its own bath. Two additional 
bedrooms share a second bath. Complete privacy, if 
it's wanted, is a built-in feature 

The Mikado’s lower level, with its kitchen off the 
family room, is shown in color on the preceding page 
Once again, convenience and spaciousness and the 
easy accessibility of the outdoors are brought into 
play 
be made to lead to a second terrace 
leads directly to the yard 

Brand Dan Ostrow for The 
Mikado: U. S. Gypsum, Yale & Towne, Westinghouse 
Perfection Heating, American Standard, Wall Fix 
Paints, U. S. Plywood, Detroit Steel windows, Na 
tional Vanity, Johns-Manville, Armstrong Tile, Doug 
las Fir Flooring, Insulite, Barrett Roofing, Creo-dip 
Cedar Shingles. 


The family room’s floor-to-ceiling window can 


T he kite hen door 


names selected by 
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SIDE OF THE HOUSE: Spacious foyer 


paneled in Texture 
III. leads into middle level 


note folded room divider 


use of space 


ARCHITECT Jack Cohen has minimized traditional "broken 
back" look of the front4o-back tri-level by extending the 
low line of the middle level roof to make a Fur port Plan 


show The Mik ado’s Japanese-inspired use of parce 
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COLOR-PLECKEO PATTERNS KEEP FOOTMARES A sECRET (Floor: wOCHA 1725 Siope: 6 


Your homes sell best when 


they're dressed in “SEQUIN” 


Gold Seal Sequin Inlaid Lin 
A {a 
e beaut and 


Better He 


Cua sntesd ( 

f famous Gold 
la 10 1 r 
So f all the be ent 
Inlaid Linoleum plus t 
beaut f "Sequir 
Gold Sea Sequin 


houses 


You have 


t Now that the squeeze is on... 


" 

| e hard sell is here. The recent continuing rise in materials cost 

is | ing up building ts to the point where the buver wil ther have 
to revise ownward Ireamh« € lea r shell out n 

Either ‘ | be t nvince. The builder will have 

sel rd ] this a hat he'll have to know his market 


E Are you sure you're giving 
buyers what they want? 


Magazine, through National Field Service, an 
asked 671 operative | ilder 

| this questios Beside wanting mo 

pective home owners seem to want in 


n the home the 


Here's what the builders said buyers wanted: 


WANTED MORE SPACE 


33% Wanted Existing Space Larger 
32% Wanted Additional Rooms 
29% Wanted Space Used Better 


Wanted More Appliances 
Wanted Better Cooling 
Wanted Better Kitchens 
Wanted Better Outdoor Living 
Wanted Better Bathrooms 


Wanted Specific Design Changes 


Wanted General Design Changes 
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SURVEY ON HOUSING WANTS continued 


More than half the builders inter- 
viewed—58 per cent, to be 
exact—reported prospective buyers 
wanted more elbow room in one 


form or another. Specifically: 


33% 


SAID BUYERS WANTED EXISTING SPACE 
TO BE LARGER 


1 3 more storage space, 
© exclusive of the kitchen. 


Home owners store everything from old maga- 
zines to gardening tools Once upon a time 
these things went into the attic and basement; 
these areas have been sacrificed to cost cutting, 
and buyers want some of the space back. 


10% larger kitchens. 


Today’s kitchen is becoming the locale of an 
ever-increasing number of activities: besides 
cooking, laundry is done there, meals are eaten 
there, and the kids play there so mother can 
keep an eye on them. The kitchen has to expand, 
and in many cases turns into the combination 
kitchen-family room. 


8% larger garages or carports. 


Automobiles aren't getting appreciably bigger, 
so owners must want to use these areas for other 
than car storage. Carports double as covered 
play areas for children, garages house garden- 
ing tools, and often, workshops. 


7% larger rooms in general, and 


6% more space in general. 


Taken together, these two items mean simply 
that too many new houses are just too small. 


Buyers want 


32% 


SAID BUYERS WANTED 
ADDITIONAL ROOMS 


19% more bathrooms. 


This means trouble for builders who put only 
one bath into anything other than a minimum 
house. Today's bigger families have made the 
second bath, and sometimes even a third, a 
necessity rather than a luxury. 


8% 


Again the influence of the larger family, plus 
another factor: the extra bedroom can also be 
used as a study, TV room, guest room, or any 
of a hundred other things. In other words, it 
represents highly flexible extra space 


more bedrooms—3 or 4 
rather than 2 or 3. 


5% finished, daylight basements. 


Note that the old-fashioned dark. damp cellar 
is out. Home owners want their basements as 
bright and as well finished as the rest of the 
house. An increasingly popular compromise is 
to provide an unfinished basement which sup- 
plies storage space now, living space later 


3% a separate dining room. 


This room has been another victim of the econ- 
omy axe. Apparently some people are sick of 
eating in the kitchen, or in a corner of the liv 

ing room. 


2 4 additional family rooms, recreation 
"** /O rooms, dinettes and utility rooms. 


Most of these rooms are located adjacent to the 
kitchen, suggesting that one extra room in that 
area could be used to serve any of these needs. 


29% 


SAID BUYERS WANTED EXISTING SPACE 
USED MORE EFFICIENTLY 


more space... 


18% built-in stoves and ovens. 


Wall ovens and counter ranges didn't rank as 
high on the appliance-wanted list as ordinary 
ranges, leading to the conclusion that it is their 
space-saving qualities that are most appreciated 
by prospective buyers. 


| 496 ers dishwashers, cabinets, and 
appliances in general. 


Coupled with the previous item, this indicated 
that buyers are looking to the builder to provide 
them with an efficient, well-planned kitchen. If 
the appliances are built in, there will be no ques- 


tion of having to squeeze them in at some later 
date 


7 Yo unspecified built-ins. 


These must be classified as people who, while 
they aren't sure just how space should be han 
dled, are darn sure that it isn't good enough the 
way it is! 


22% 


SAID BUYERS WANTED 
MORE APPLIANCES 


5 % dishwashers, 
5% garbage disposals, and 
3% washers and dryers. 


The low relative position of washers and dryers 
shows that many families already own them 
and that many builders now include them as 
standard equipment. The dishwashers and di 

posers, presently considered somewhat luxuri 
ous, seem to be sudiciently in demand so that 
they too will be considered standard very soon. 


18% 


SAID BUYERS WANTED BETTER COOLING 
AND VENTILATION 


16% oír conditioning, and 


3% attic fans. 


Air conditioning was an expensive extra in most 
houses two years ago; now the builder who 
treats it as an extra is going to lose sales, The 
attic fan can be used either as an adjunct to the 
conditioning unit, or alone a» a satisfactory 
cooling medium in less tropical climes. 


1896 


SAID BUYERS WANTED 
BETTER KITCHENS 


5 96 pantries 


This will probably come as a surprise to most 
builders. A pantry can come in many shapes and 
sizes, but to most housewives it means a secon- 
dary storage and food preparation area, either 
separate from the main kitchen, or fenced off 
by an island counter, 


4% tile kitchens, 


2% formica counter tops, and 
2% beautiful kitchens. 


The kitchen was the most mentioned area in the 
survey, an indication of the importance of pleas- 
ing the female of the species. As shown above 
while durability and ease of maintenance are 
important, the housewife wants the place where 
she spends most of her time to be attractive as 
well as functional. 


15% 


SAID BUYERS WANTED 
BETTER BATHROOMS 


5 % vanities, 
4% ceramic tile, and 
2% colored fixtures. 


While the first two items can be considered utili 
tarian, the last is pure, unbridled luxury. As 
with the kitchen, good looks are an important 
asset in the buyer’s eyes. 


Continued on page 166 
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"LOOK, NO CHIMNEY,” 
Kun meter 


„„ and no furnace, oil tank or 
This Scholz home in Fort Wayne, Ind., had an 
October-July heating bill of $22 


59 for 5438 degree day 


How electric heating 
looks to the builder 


" usto electric heating made sense only 
TO M: in hort-mild winter section 
where installing central heating 


system» could be avoided 


NOW: it ts feasible 
rales are 


wherever current 


re asonable 


" usto 
TO Bi: 


utility companies discouraged elec 


trie heat 


installations 


utilities actively promote 
load to utilize the extra 


capacity built up by summer ait 


more 
winter 


conditioning 


" usto The 
70 &: ^ 


electrical techniques 


public wae unfamiliar with 


base types of heating used in 


Ceiling radiant panels and the heat 
pump have been widely publicized 
and are readily sold. 
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I " a 


It was occupied by three adults, two children. The ceiling 
resistance cable between layers of plasterboard is stapled 


in place; it avoids nailing lines on joists 


Why builders are warming up 


fter a long stay out in the cold, electric heat- 
ing can now 
day. It offers t 
flexibility 
advances in other types of heating. 


look forward to a bright new 
home builders and owners a new 


iade possible, ironically, by technical 
lhe builder is especially interested in the ir 
dividual 


eiements 


om systems of heating with resistance 
Without a 


osts of chimney 


entral system he car 
furnace 


save 
ducts, registers and 
all the valuable space they consume 

And the 


and freedom from maintenance cost presented b; 


arguments of cleanliness, simplicity 
electric heat people go well with home buyer 

Now that coil radiant heating 
baseboard registers have earned public 


eiling and 


accept 
ince through the efforts of warm air and hot 
water heating people the new electrical types 


resistance cables in the 


eiling and embedded in 
ceramic lengths in the familiar baseboard 


in for a free ride 


come 


The greatest boost 
First, utility companies which long 
looked fishy-eyed at the extra capacity demanded 
by electric 


f all comes from air con 
ditioning 


heating right on top of the normal 
heavy winter load, have been stood topsy turvy 
by summe ooling demand. The peak month is 
changing from December to August. So utilitie 
send out directives: "Build Winter load; push 
electric heat." In Tulsa, a natural gas territory 
the utility authorized a minimum heating rate 
of 1€ a kwh to balance summer load 

Second, the heat pump is catching on as a 
vear-round conditioning device, deriving heat 


from outside air r earth. Compared with 


water 
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lai 


RESISTANCE PANEL of conductive rubber in 1/16" alumi- 
num and plastic sandwich i» glued to ceiling, with built-in 
outlet, Uskon radiant heat is popular for motels. But 


to electric heat 


resistance heating, the heat pump costs about one 
third as much to run, at optimum conditions. But 
the arguments against it are twofold: it loses 
efficiency below 40°F, needing auxiliary resis 
tance heat in really cold weather; and its first 
cost for equipment and ductwork is high 

With no moving parts the resistance units last 
indefinitely and are easily installed. They operate 
at near maximum efficieney, which is 3,412 Btu's 
per kwh. The infra-red heating bulb is still popu- 
lar for bathrooms, sometimes with an automatic 
timer to turn it off, 

Compared with gas or oil heat, long-term costs 
are hard to fix. One manufacturer reports 
frankly, “Electricity at 155€ per kwh is approxi- 
mately three times as expensive as the cost of pro- 
ducing that same number of Btu's with oil, coal 
or gas." Therefore (and all manufacturers concur 
in their literature), "it is extremely necessary to 
utilize and contain all of the heat distributed into 
the home this can be done only by 
adequate thermal insulation in the structure.“ 
Most manufacturers offer full data on calculating 
heat loss and insulation required, room by room. 

Cost arguments on electric heating include 
savings in cleaning and painting and the need 
for only one air change per hour because there 
is no oxygen-using combustion. Individual panel 
thermostats afford the ultimate in zone control. 

Developments such as producing electricity 
from solar energy and the planned $45 million 
190,000 kw generator in Chicago. using nuclear 
power. give added assurance to builders that cle 
trie heat has a long future to look forward to, 
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Fee ye 


this home in Bay Harbor Island, Miami Beach, gives deco- 
rative treatment to eight outlined Uskon panels; paint- 
blended into ceiling, they can be made almost invisible, 


How electric heating 


looks to the consumer 


"n" usio 
TO M: 


Electric heating meant a red-hot 
E 


exposed resistance coil, 


The most common resistance types 
have the wire elemem sandwiched 
in glass, Some brands claim oper- 
ative temperatures below 130°P, 
One firm claims ite maximum, 300° 
will not sear or blister, 


There was fear of shock or short 
circuit, 


Most equipment has no exposed or 
movable wire; each panel has ite 
own box and outlet. 


It required a special wiring job. 


Most types of equipment are of- 
fered in either 110 or 220 V. And 
most new 


houses are adequately 
wired for any electrical load 


ELECTRIC HEATING: NEW TECHNIQUES 


THE HEAT PUMP ALSO COOLS 


INST LARGE SCALE heat pump development, with GE 
Weathertron, has 431 allelectric homes at Linda Lyle 
Estates, Fullerton, Calif, includes appliances at $20- 

000. Each house draws 17 kw load. Builder: Kusa, Inc 


HEAT PUMP, on model, had special glass panels in one 
Fullerton house to serve as demonstration of the year- 
round device which takes heat out of air in winter and 
gives house heat to outside air in summer cooling 


BUILDERS ARE WARMING UP continued 


WALL PANELS GIVE HEAT WHERE IT'S NEEDED 


"A MAPPY ANSWER to «hort heating seasons” is the Glass TYPICAL COMMERCIAL USER is Clark chain of seven service 
heat panel in the handsome Joel Nichols residence in th stations around St. Louis, which use electric heat, as will 
desert near Tucson, claims the Continental Radiant Gla all future units, “lor safety and space saving,” firm saj 
Heating Corp, which acquired the French pro ef mak Here are two of four 4 kw Electromode panel heat in 
in ugh tempered gla andwich for resistance wi one sation. A M) walt unit i» in woman t room 
backed by à metal reflector, for the Maginot Line system Courtesy Electrical World, Union Electric Co 
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FAN IN VERTICAL UNIT CIRCULATES AIR 


BETWEEN-THE-STUDS installation in new houses is target 
of Electrend engineering, although corner unite are avail 
able for existing rooms. The standard model shown comes 
high, 8" wide, in 1600 or 1700 wattage. Other 


models are 13" wide some have dual 


6’ or 7’ 
of higher v attage 
outlets to warm two adjoining rooms 


FAM CIRCULATION adds to efficiency of Electrend anit by 
pulling in warm air near ceiling, blowing it past heating 
chamber and through the lower grille into the room, Ther- 
mostat is at middle height for easy view and individual 
unit control. In summer the fan can operate apart from 
heating unit to circulate cooler room air 


electric heat can do today... 


‘*BASEBOARDS'’ GO ON EASILY 


ORIVE-INS and other high-current-rate customers find elec- 
tric heat a logical step, especially 


where year-round rate 
i» predicated on a peak season, a 
plant. This Electrowertor baseboard installation in the 
Lakewood Drive-in, Tacoma, Wash., illustrate 
fe flexible length 
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in a factory or packing 


unobtrusive 
space-saving. 


MOTELS ARE A NATURAL MARKET for electric heat, which 
eliminates the need for a central heating system with ite 
elaborate underground piping und insulation, and 
costs nothing when not in use, because of individual room 


„ieh 


control. Electro-vector busehoards serve thi 
Sunset Motel in Portsmouth, Va 


room in the 


FOR MORE ABOUT ELECTRIC HEATING, SEE PAGE 120 


He has an historic opportunity 
to use his skills as a craftsman 
as well as a citizen to help 
solve a national problem 


uilders know all about building rooms for kids to 
live in. But are they doing what they can to build 
rooms for kids to go to school in? 

The same tools apply — planning. organization, con 
struction skill, knowledge of municipal affairs, codes 
and officials, Until recently, a builder could work for 
schools only as just another public-spirited parent 
and citizen facing the whopping figure of a $32 billior 
immediate need for classrooms. But now he may be 
able to take a more specific and more profitable role 

The day of the three or four story massive school 
edifice costing millions at a throw is about over 
Educational philosophers want a more friendly place 
of learning; and architectural and financial arg: 
ments chime in. The low, close-to-the-outdoors school 
flexible and more 


house is safe cheaper more 


qui kly erected, 


COMMUNITY FACILITIES (1I in a series) 


Today's school crisis: 


Homes and backyards for the kids of America: 


Builders are doing their share to make them 


The time is here when the home builder can apply 
his light construction skills to the classroom problem 
if not as an individual bidder, then in combination 
or in committee, as one of the various types of HBA 
groupings that have set up Parades of Homes ar 
built minority housing 

Not that schoolrooms are new ventures to all home 
builders. A year ago Andres F. Oddstad, Jr., had 654 
new homes in his Linda Mar, Calif., development and 
400 elementary school kids on hand: with 1750 
scheduled for completion bv early 1956, he had 50 
more kids a month coming in. Oddstad built a tem 
porary "school" of 11 houses. Leaving out room par 
titions and connecting the buildings with a covered 
breezeway, he had ten classrooms and an administra 
tion building ready for Sept. 1954, FHA insured a 

unfinished homes" and rented to the district for $750 
a month until a permanent school is ready. Then the 
buildings will be finished as homes 

A similar idea is found in El Paso. More recently 
Louis Bossert has built four houses in his Border 
town, N.J 
until the local board can put through a bond ue 
Meanwhile the kids report a 
Probably th« 


Profe ct lor use as te mporary s hoolrooms 


and get a school built 


fondness for the 02V “4 hool home 


In epite of rising land and materials costs, builders are 
geared to a vontinuouslys increasing potential fo pros ide 


livable home in well-planned American communitic 


the builder's big challenge 


largest venture of this kind is the Park Forest, III., Prefabrication Steps In 

not-for-profit corporation; it was set up to administer With the entry of the National Homes prefabri- 
the modified itage | “te mporaries ind devel p ai cated school into the field, the whole situation can 
assessment procedure to continue the program (Continued on page 182) 


What do I owe the community in which | build? Should 1 


The Builder's Problem: set aside free land for schools? Should I be assessed extra 
for schools? Why should I take the rap? Can I build schools? 


Should we discourage new home building to keep out chil 
, dren who will need new school facilities? Should we make 
The Town's Problem: 


newcomers carry the full load? Should we bold up th 
builder for land? 


How to find a district without crowded schools? How to 
check the tax intentions of the local government? Will 


The Homeowner's Problem: 


other newcomers help fight for new schools? How to im: 
prove tax programs? 


Schools, too can use the builder's know-how The money for schools is there: national product and die- 
posable income are increasing. Builders can help replace 


as civic leader, organizer and craftsman antiquated taxation and construction procedures 


BEFORE 


TYPICAL OF MOST building coneerns was the former location of Sponseller 
& Sons’ office. There is little here to persuade the passer-by to drop in and 
discuss building problems. Sponseller also owns a lumber yard and a 
hardware business, handles retail sales besides their own needs 


ENS War wen We lee b chan e New quarters 


prospective customers, and also for inter-company con- 


ferences and large meetings Note mirroring on far « all 


RECEPTION ROOM helps inspire confidence in the company PART OF THE OFFICE showing secretarial desks. An important 
on the part of customers. When estimates have been made by-product of the new office building has been increased 
the clients are invited here to receive them. employee efficiency 
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4 NEW OFFICE BUILDING as seen from street 
Stone work alone here cost $30,000, has paid 
for itself many times by drawing customer: 


DRAFTING ROOM where estimators work, 
Salesmen make sketches of remodelling jobs 
bring them here for pricing. 


dollars 


A new office increased this builder's “drop-in” trade 2400 per cent! 


Now he's out to be thé country's biggest remodelling contractor 


À ipa spee tac ul ar SUCCESS Spe akii g for the compar Gail Sponseller attrib- 
scored by a Los Angeles utes this remarkable rise to two things; first, the 
firm after they dressed up their office is located on one of the main arteries of the 
office in a new set of clothe city, and second, the building itself is unusually strik 
provides a good lesson in the ng and attractive. A potential customer receives the 
psychology of se ling immediate impression that this ia no fly-by night con 
Sponseller & Sons has been ern but a solid company that builds well and with 
in the building business for about sixty years: during rd taste 
that time three generations of the family have handled The results from the new office have had a 
almost every type of construction, Recently they d ortant effect on the actual operating policy of the 
signed and built a handsome new ofhce building mpany. Until recently their largest source of income 
which they hoped would increase their volume of was tract building, bu: they felt that this was due t 
“drop-in” trade. They were not at all prepared for level off. Now they are changing their emphasis, and 
the deluge that followed: their off-the-street business their aim is to become the country’s biggest re 
skyrocketed from 850.000 a i£. to better thai modeller in the building busine Everythin 
$100,000 a month to their probable succ 


point 
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PATIO is separated from reception room by sliding glass 
doors, Decorative woven sereen at left shields consultation 


room from the patio. Adjustable awnings protect the 
terrace in case of less hospitable California weather. 


Concrete and glass make this 


uw happy meeting of professional charac ter and 
ple asant atmosphere is presente d in this Mee 
building for two doctors in Pasadena, California 

Concrete, glass and the California climate were th 
basic ingredients used by Pasadena builder Ray Ger 
hart, From these, he fashioned a commercial structure 
that combines natural light with essential privacy; a 
feeling of dignity without clinical coldnes and a 
waiting room that is half patio 

Construction is of reinforced concrete, with 8-incl 
merete roof. (According to Ger 
fire insurance over a five-vear 


concrete walls and 
hart, the sa: nes 
period will make up for the extra cost of the concrete 
roof finish is 
provided by the form boards, and cement paint was 
used inside and out 

[he waiting roc 


[he smooth cxterior and interior 


8 half reception room and half 


PATTERNS formed by concrete and gla 
sion of dignity and 


create an impres 


mfidence. Large window separate 


patio from reception room, Area in foreground of planter 


provide pace for patients and doctor > 


ample parking 


walled-in terrace. Plants paving. plaster soffi 
finish and lattice are identical inside and 
the terrace car Ww covered b awnings ri e ex 


ing and consultation rooms are private cubicles 
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INTERIOR of reception room is spacious, flooded with light. 
Secretary's office has an element of privacy 


CONSULTATION 
W-Gr 14-3 


TERRACE 


clinic click . .. 


D 


RECEPTION 
" z es 19-3" 418-3" 
naximum of glass lets in natural light throughoi 


uilding, which is completely air conditioned 
is $37,165. Smith and Willia: were the 
ects for the clir 


CONSULT 
19-6 112-2" 


saa 


* 1 


SIMPLICITY and eflectivene of design ia seen in floor 
plan Note how each room receives its full quote of 
natural light, yet consultation and examination rooms are 
aflorded privacy by screens and planter walls 


d SERENITY of reception room is reflected in this view, show. 
ing open-hearth fireplace. Interior surfaces are covered 
with cement paint. The building leo features à music 
system piped through all the rooms. 
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STRIKING SURFWOOD pat. 
tern. lend pla m a 
the inte 1 


k 


SURFPLANK* OFFERS the tex lo irfw 
h mbe r pl ank b àr l tt hiplapped i 
planks come thick and in 6", 8" and 


popular le ngth Di ı wa tor about $20 


SEA $WIRL* ALSO SUGGESTS 
weathered lriftwood. but in a 
ir pattern without knot y 
can get it and 24 quart 

i x 8 panel all 
wer a 12 
about $33 


i 
i 


Fell 


Tan | |) 


o 
4 


1 LIAE, 1 | 
| Tm 1 


WELDTEX * FEATURES irregular grooves for unusual light 


and-shadow effects, Panel 16” thick range from 4 ‘x 

to 4. x „ als quares Choose Philippine Mahog US 
Dougla Fir or Southern Gum lk „ 8' v or as 
little as $ 


these textured woods say luxury 
-yet they cost only *24-%47' 


Here's eve-cat« hing touch inviting texture for one wall 
or a room in a model home. And vet see how little thi 
wonderful feature costs compared with the selling help 


[| 
it gives vou 


Rasy installation keeps your costs low no matter which 
of these beautiful W eldwood textured woods you choose 
Large Weldwood panels cover wall areas quickly and the 


textured Í conceals nails and joint 


Weldwood'e brand name works for you when you install 


this textured paneling Consistent advertising in popular 


Weldwood 


TEXTURED WOOD PANELS 
Products of 


UNITED STATES PLYWOOD CORPORATION 
WELDWOOD—The Best Known Name in Plywood 


PLANKTEX * alternates band 
pattern of the wood grain. Made of pre-finished Philippine Mahogany 


ver the fireplace, or in an entrance hall. Panel a 12’ x 8' wall for 
about $47—less if you choose unfinished Planktex 


s of striations that contrast with the smooth 


omes in 4’ x 8’ panels, 5/16” thick, Fine for a dining area 


consumer magazines together with heavy promotion 
have made Weldwood the best known name in plywood, 


Unconditional lifetime guarantee protects your reputation 
gives you another important Weldwood sales feature, 


A strong competitive feature, Weldwood textured woods 
help give your homes impressive interiors, Send the 

oupon below for details, See these woods with the com- 
plete Weldwood line, ineluding superior Douglas Fir 
Plywood, at any of the 87 United States Plywood branches 
in principal cities. In Canada: Weldwood Plywood, Lid. 


e e fo cover a 12° x $ woll 


literoture about these beoutiful 


United States Piyweed Corporation 
Weldwoed Bidg., 55 Weel 44th Sires, 
New York 36, N. Y 


"TIT end me s ymples and 
extured w j r ote y er 
^ ' d e Planktes Welden C] 


| ve e Weldw j representative e ABI2-5 


Se ee UD UD SS SS SSS SSS UD eSB eee | 


REPUBLIC STEEL CORPORATION 
3128 Bast 45th Street 
Cleveland 27, Ohio 


Please send me more information on: 


O Truscone Metal Windows and Doors 
O Republic Steel Kitchens 

Name 

Firm 

Address 


City LI State 


è w 


Here's how 
that "better" 


Win her with windows 
and wide open space. 


Give her a view through Truscon Steel Ranch Wine 
dows. They're ideal for every "picture window" use 
—and provide ventilation, too! All steel —no chance 
of warping, swelling, shrinking, rotting. Paint to 
match room decorations and exterior siding. Awn 
ing-type ventilators can be fitted with sliding wicket 
screens. When viewed from outside, this window 
tends to minimize the "wide open" effect character 

istic of large undivided glass areas. Sizes for dining 
rooms, dens, sleeping rooms. All take standard 
double insulating glass. A Truscon value carried iu 
warehouse stocks 


Show her a take-it-easy kitchen. 


Give her a Republic Steel Kitchen. Design your 
* custom tailored" kitchens using economical, easy- 
to-install, standard cabinets in Republic's big line 
Load it with work-saving accessories and clever 
special cabinets to catch her eye, make her want 
your house. Splash it with colorful Formica counter 
tops or gleaming stainless steel. Provide special 
cabinets for built-in cooking units. Contact your 
Republic Steel Kitchens distributor; get his special 
builder prices and quick delivery-to-site service. 
Look him up, or write Republic for his name. 
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to sell her 
home she wants 


Folks are actively in the market for bigger, better, more 
attractive homes. 

Signs indicate that “desire” is beginning to replace “need” 
in buying homes. 

You builders have done a tremendous job of providing shelter 
when the overwhelming need for shelter existed. 

Now is the time to cash in on “desire.” 

And, several ways to help you cash in are demonstrated by 
these highest quality Republic Steel Building Products, 

See Sweet's Kile; and send coupon below for your personal 
copies of facts, details, specifications, 


Capture sun and sky for her. Show her wide see-in, reach-in closets. 
Vary your design with Truscon Aluminum Awning Windows for maxi- Convince her with closets that your house is for her. 
mum light and ventilation. Here are heavy substantial aluminum sections. Use Truscon Steel Sliding Closet Doors in every closet 
Weathertight, too, thanks to vinyl plastic weatherstripping which com opening. You'll save dollars on framing, fitting, hange 
pletely seals the perimeter of all ventilators . . . actually triple sealed to ing these doors, too. And quiet! They glide on nylon, 
assure complete protection. Popular modular and regular sizes quickly Truscon Sliding Closet Doors and Flush -Type Swing. 
available from Truscon warehouse stocks. ing Doors are available from Truscon warehouses, 
RUSCON PRODUCTS 
ym DISPLAY 


REPUBLIC STEEL 
[Inl Cube Ruge off Sttivalard, Steals and Stoo Paso 
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NATIONAL 
HOUSING 

CENTER 

WASHINGTON, o. e 
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The Barnes brothers of Long Island... Add 


like this with Bildrite 


“Sheathing time? We cut it almost in half with besides." Pictures and captions at right show 
Bildrite report Bob and William Barr Barnes Bildrite can h Ip y K 1 Dette | 
Building Co., Garde ty, Long Island. Bildrite For more facts on ho: 

practically inates matching lo: Í 1 d save with drit 


ke If ^ Jet bett 


Build better and save with 


INSULITE 


4 Made of hardy . wood 


$ INSULITE DIVISION, Minnesota and Ontario Paper Company, Minneapolis 2, Minnesota 


quality to homes 
at a*98 saving 


v 
vs 


* 


der anë 


Bildrite goes up faster, easier. One carper 
B he r leas with Bi 
43% : 
jre th 
i sheathing, | 


Reduces waste, easy to cut te 
Dpowe ~ aw. Pri uly 


mpare | to's 


j while Bildrite is 


in t sph. t jhly permeable to 
* A 


» 
Í r waste figured or 
h 


SINGLE UNIT USES ONLY AIR AND ELECTRICITY 


to heat entire home in winter, cool it in summer 


WEATHERTRON 


Heats without Fuel —Cools without Water. Weathertron needs 
only electricity and free outside air to maintain a comfortable tem- 
perature in the home—automatically—day-in and day-out, the whole 
year-round. Weathertron is safe and clean —no flame «o worry 
about, no soot to dirty the air. And you don't have to install fuel 
pipes, valves, controls or tanks...no water towers, wells, or pumps 

.no pipes to bury in the ground 


Five-Year Warranty...Replaceable hermetically-sealed unit is war- 
ranted for a full five years. General Electric can offer this un- 
matched warranty because Weathertron is as reliable as a modern 
household refrigerator. In fact, Weathertron operates in much the 
same way as a refrigerator. It pumps heat from one location to 
another—out of the home in summer, and into the home in winter 


Why Weathertron can help sell your homes. Thousands of fami- 
lies have already discovered that Weathertron means luxurious 
comfort, carefree convenience, new-found cleanliness, modern safety 
and a wise home investment. In short, Weathertron means all- 
electric living—a powerful appeal to home buying prospects... one 
that can help you sell more homes. 

WEATHERTRON DEPARTMENT 


GE Weathertron fits inte your plans. Weathertron FIVE LAWRENCE STREET, BLOOMFIELD, NEW JERSEY 
can be installed anywhere inside or outside the home 


in attic, cellar, closet, utility room, garage, breezeway. 
It requires only connection to ducts and power eupply, 
and & «mall drain for condensate. 


Since ROTO TY PE 
1818 RANC H NDO 


) VW AN MATCH 


NEW! Hope's Roto Type Ranch Windows offer 
these exclusive advantages 


Vo Underscreen rot operators open ar ] close 
ventilators easily quickl 
Flat type s recens with 


need never be touched 


if ple ASH 

tion to pan« rovide unequalle E 
and rigidity 
May be glazi ] with tandard 
mopane and Iwindow eliminat 
sash. or with single pane f shee 
glass 
Ventilators project outward at bott 
ing effect permits ventilation eve 
weather 

to Ranch Window shown above costs less than $50.00 

vith worthwhile quantity discounts 


HOPE'S WINDOWS , INC., Jamestown, N. Y. 


BUILDINGS THROUGHOUT THE WORLD ARE FITTED WITH HOPE'S WINDOWS 


Write for Bulletin 145-AB for Full Information 
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Bedroom telephones offer privacy an 


jnvenienc« day and night 


Kitchen telephones, too, rate high 


with today's home buyer: 


l — — 3 Ras 


BUILT-IN CONOULT QUILT 18 CONDUIT 


For the little it costs, telephone conduit helps a 
$ lot in preserving both the interior beauty and the 
salability of a home. Including telephone conduit in 


; the new houses you build is just good sound business, 


Your Bell telephone company will be glad to help you work out economical conduit installations 


Just call your nearest busines + For details home te le pt one wiring. see Sweet s Light ri 
Construction File, 8i/Be. For commercial installati »weet's Architectural File, 31a/B« (A 
BELL TELEPHONE SYSTEM ^ 


DECEMBER 1953 


à 
L 
L 


MARLITE PLAMK ANO stock PATENT APPLIED POR 


MARLITE WALLS ... beautiful way to build 


sales appeal into any priced home 


Beautiful interiors of Marlite Plank and Block add 
so much in value and appeal, yet cost so litte 
This economical tongue-and-groove paneling holds 
down costs, speeds completion. It's easily installed. 
It eliminates on-the-job painting or finishing. And 
Marlite’s melamine plastic finish wipes clean with a 
damp cloth; stays like new for years. That means 
less maintenance now—higher resale value later 


Make your next home project more attractive, more 
valuable with versatile Marlite plastic- finished 
paneling. Suitable for any room in the home, it is 
prefinished in 10 "Companion Colors’ styled by 
Raymond Loewy Associates, plus distinctive wood 
and marble patterns. See your building materials 
dealer, refer to Sweet's File, or write Marsh Wall 
Products, Inc., Dept. 1203, Dover, Ohio 


that's the beauty of Maxlite 


PLASTIC-FINISHED WALL AND CEILING PANELING 
Another quality product of Masonite” research 
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REVERE COPPER WATER TUBE 
SPECIFIED BY 


Frank Lloyd Wright 


£ wis ae 
360 AT LEFT 


10 WATER UNES IN MANY 0 


por THE MOT AND CO 
TMEM ANE THE MOIS U 


cant HOMES AMONO 
^ 1 1 
rcial What a a 


a wandpou are nie 


The AFFLECK Residence 
6 d Mt ech 
(mt d 
‘The ARNOLD Residence 
gemien, Wt 
The AUSTIN Residence 
Greenvite, 5 
The LIMDMOLM Rendence 
Chpanret, Mian. 
The SCHABERG Residence 
lensing, Mo 
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AMWELD A wnounres A NEW PRODUCT IN THE 
LINE DESIGNED WITH THE BUILDER IN MIND 


AMWELD STEEL FOLDING DOOR UNIT 


v, Nis 
\ p The newest in folding doors that gives the advantages of folding 


and the sturdiness of steel. See this new folding 


The Amweld folding door gives full access to closets and yet door at the NAHB 


saves valuable floor and wall space by eliminating swing area. land Siow in 


Lifetime nylon pivots and adjustable guides and extruded Chicago — Booths 
aluminum track give the smoothest, quietest operation ever. 181-182 


For use in bedroom, garage, basement or wherever storage 
space is needed, the Amweld door sells at a price you can afford 
to pay. 

Available in prime coat or birch finish. 


KD Sliding Closet 
Unit Top Hung 


THE LINE 
DESIGNED 
WITH TUE THE AMERICAN WELDING & MANUFACTURING co. B: lulu d 4 eee 
[LI'IIV 76] 310 DIETZ ROAD WARREN, OHIO - 
IN MIND 
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use -WAY S. 4.“ 
to sell your homes faster 


SATINY STAINLESS STEEL SINKS— how the 
women love them! These Tracy sinks put the 
“de luxe" stamp on your kitchens . . . help you 
capitalize on the big decorator swing to stainless 
steel. Last-a-lifetime quality at nó price premium. 
Sizes to fit every kitchen installation. 


CABINETS FOR BUILT -INS. Tracy has the most 
advanced and flexible line of cabinets yet designed 
for built-in ovens and drop-in surface units. Here's 
your smart, money-making way to cash in on the 
tremendous trend to built-ins in the homes you 
build and soll. 


GLAMOR-COLOR SCHEMES! Tracy's exciting 
Pic-A-Dor cabinets let every woman become her 
own kitchen decorator . . . give you sales-winning 
kitchen variety. They're the only steel cabinets 
with sliding doors that can be ANY material 
or color; make standard kitchens glamor kitchens, 


COMPLETE LINE. Tracy provides you with full- 
line variety for every kitchen plan. Stainless steel 
and porcelain sinks . . . wall, base and special- 
purpose cabinets . . . drop-in bowls . . . high oven 
cabinets, Tracy equipment gives you built-in sales 
appeal for every kitchen plan. 


*Sex Appeal or Sales Appeal. call it what you like. 
And the full Tracy Line is available in white and 
Tracy Contemporary Colors: Turquoise, Pink 


and Yellow. 
mail this coupon today! 


Dept. A B-12, Tracy Kitchens Division, 
Edgewater Steel Corp. 
P. O. Box 1137, Pittsburgh 30, Pa. 


Send me full facts on how I can sell more houses with 
the Tracy Kitchens line 


NAM 
ADDRESS 


CITY 


KITCHENS 


come on along with the BIG things coming from Tracy! 
foremost producers of stainless steel sinks and quality steel kitchens 
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Often it's the little things thet sell houses 


Mosaic All-Tile Accessories really complete your Mosaic tile 
installations in kitchens, bathrooms and utility rooms. They 


form a basic part of the tile installation. They are easy to clean, 
No tile bathroom rustproof, nong Color-matched to the wall tile. Their per- 
manently colorful beauty makes an impression few home 

or kitchen is ever buyers can resist. 


Mosaic All-Tile Accessories are made of the same material as 

Mosaic glazed wall tile, in all Harmonitone Satin-matt and 

Bright Glaze tile matching colors. The complete line of Mosaic 

All-Tile Accessories, for either conventional or thin-set installa- 

without tion, is described in Mosaic Bulietin No. 173. Send for your 

copy today. Better yet, visit your Tile Contractor's Showroom 

or the Mosaic Showroom near you and see these beautiful 

Mosaic AT Vile. All-Tile Accessories on display. Inspect, also, the only complete 


line of ceramic floor and wall tile . . Mosaic! 


Accessories ! Whether you build single units or develop large tracts, your 
customers will be better satisfied with Mosaic ceramic tile and 


Mosaic All-Tile Accessories in your homes. For helpful Mosaic 
Tile literature, write The Mosaic Tile Company, Dept. 35-26, 
Zanesville, Ohio. 
“Quick Set” Line ustrated 


ALL-TILE SQUARE TOWEL BARS AND BRACKETS BA-752 


SOAP NOLDER — BA-4 


DUPLEX SOAP & GRAB 
34 


For Free eee, 


PAPER NOLDER — 84.777 e 


er E v 


Member — Tiie Council! America and The Producers’ Council, In. FY 


Over 4000 Tite Contractors to serve you Bas — — 

salier 

THE (OFS ri company : Wi 
® 


America’s largest manufacturer of ceramic floor and wall tile 
Factories, Warehouses, Showrooms from Coast to (Const 


WAREHOUSES & SHOWROOMS: Atianta, Baltimore, Boston, Chicago. Dallas, Denver, Detroit, Fresno, Greensboro, 
Hartford, Hempstead, L.!., N. V., Hollywood, Littie Rock, Miami, Minneapolis, New Orleans, North Hollywood 
Philadelphia, Portiand, Rosemead, Caiit., Salt Lake City, San Francis Seattie, Tampa, Washington, D.C., Zanasvilie 
SHOWROOM: New York. REPRESENTATIVES: Buffalo, Cincinnati, Kansas City, Milwaukee, Pittsburg [ 
Louis. FACTORIES: Zanesville & ironton, Ohio, Matawan, N. J., Little Rock, Ark., Corona & Ei Segundo, Calif 
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^ #6 NEW... 
S alive with power 


5 HP—20 POUNDS 


Never before has there been a chain saw with so much 
power per pound as the new Homelite Model 5-20, 
It has 5 big horsepower for faster cutting . . a light, 
light 20 pounds for easy operation. What's more, it 
is the only chain saw that gives you a choice of attach- 
ments to do many different cutting chores easier. 

The new Homelite Model 5-20 is precision built for 
quick starting, dependable performance, and low, low 
maintenance. Cuts in any position . . . it saves both 
time and money .. brings bigger profits to woodcut- 
ting or clearing operations. Write for complete de- 
tails or see your Homelite dealer. 


See your dealer for deiails om the Homelite TIME PAYMENT PLAN 


8 i = ge . 
Á * 


| ^ [e " ur ^ ^ < f f 
— , J b a bei: (San t- za. — dedo rote m bd ~ 


wah k 

Packed with power, the new Homelite Model 5-20 Choia Sow 
brings down big trees sin feet in diameter, cuts through 20^ 
frees in 20 seconds withow forcing er jemming. Anyone can 
operate it no eaperiente necessery 


HOMELITE - | 3 


e $12 RIVERDALE AVENUE * PORT CHESTER, NEW YORK 2 quem 2u Gouit —— T- 27 — Gearing Attachment mehes 
" d e new M e $.20 wth, ergr wol sap- quich work of clearing land of moli 
A DIVISION OF TEXTRON AMERICAN INC Cho Sew. For felling, bucking, lings cin fimes fester then conven- trees. Plunge cus or plunge bucks 
: lmbing er plunge citing, there's a tonal methods. The edivstelée har . 80 bending er sooping . . . let 
Marufacturers f Chain Sows © Pumps hard tock rege d every require ness, honger and hendie bart ewe fetigve. One mo^ keeps fes men 

" mem. Sercight des evailable fect bel ‘ he | os- bui jw 
of Carryable Generators » Blowers from 14" 15 50°, bow sows 14^ end — — — 4 on o di As mme ewes hens and ping 

18° los anyone 
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3 reasons why it's good business to... 


INSTALL 
Columbĩa- male 


TENSION SCREENS 


J. Cost loss — ond cost less 
to install. 


Columbia-matic all aluminum Tension 
Screens cost less than old-fashioned, car- 
penter-fitted, wooden screens. Easily in- 
stalled by unskilled labor in minutes 
— A Give your homes an extra from — » Mee Columbia- 
' „„ visible evidence A matics are delivere precut to your 
selling fe de n point to specifications, They arrive on the job 
of quality you can p á site packed in cartons of convenient size 
» » » easy to store until needed. No call- 
-— x —— —.— ! — — | backs— Columbia-matics can't swell, 
matic fension— — : stick, warp . . . can't be removed 
rail holds full-length mesh tight against om hey i k 
blind stops at all times. Save time easy 
to put up and take down ſrom inside. 
Anyone can do it in seconds. Save work 
—no more struggling with clumsy rigid 
frames, ladders. Columbia-matics roll 
up for compact storage. Save mone y — 
no painting, maintenance. No drip- i | 
stains on house, | 3. Nationally advertised to make 
them easily recognized. 
| Columbia builds consumer demand with home- 
| Owners and prospective homeowners by 
Start giving your homes the economy and sales- | Consistent advertising in pational magazines. 
plus of Columbia-matic Tension Screens. Send 
coupon for complete details today! 


The Columbia Mills, Inc., Dept. A-12, Syracuse 1, N.Y. 


Please send me complete information on Columbia- 
matic Tension Screens. 


Name.  — ————————————— 


„ — ———————— 


- 
| 
| 

Company Name ———————————— | 


Cit — — — o 
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tell the home buyer about what he can’t see 
Here’s How It Can Help You... 


Plumbing and drainage svstems can be hidden asset 


when | use what you know is best... Cast Iron Soil 
Pipe. For cast iron is the only material proved pe: 
nent high-strength really root-proof and n 
absorbent. It's the only pipe that meets all State. Cit 


and Local codes, for use from street to roof 


So, when you use Cast Iron Soil Pipe througho i 


h 


Free Sales Ammunition 


c 


m. 


a 16-page booklet “What 


You Should Know About 
Plumbing Droinage it will 
help your agents put across 
their talking points. And to 
identify cast iron installations 


there are colorful tags to 


attach to cellar pipe. Mail 


(Fò ist m 


A 


Jd PI I M the coupon for free samples 
fep" / 
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— 
C Offer your Owner prospects 3 - E ⁰· ůͥu T ́R ˙˙ͥů;pf d 


house - tell your buyers so. You'll find it's. 


A talking point for your agents 

A cast iron installation can be a powerful selling tool 

for you. When your agents explain its advantages, they 

prove that, in your houses, there's nothing but the best 
even where it can't be seen. And your houses will be 

that much easier to sell 


CAST IRON SOIL PIPE INSTITUTE 
Dept. AB-12, 1627 K Street, N.W., Washington 6, D. C 


Went proof for yourself? Ask for "Bes 
in the Long Run” which contoins photo 
graphic evidence of cost iron's super 

ority. We'll also send samples of our 
soles aids. No obligation, of course 


THE MARK OF 
QUALITY AND 
PERMANENCE 


T Heer, ad tma 


BALCONY -LIKE projection across front of house is really a planter. It also acts as visual 
barrier between levels. Five-foot high tool storage shed and pool are at upper right 


LOWER LEVEL consist» of garage, recreation room, bath, storage and future bedroom. Front 


entrance flanked with blue opaque glass leads directly to stairs and upper level 


AMERICAN 


„ Today's bi-level: 


DESIGNER —BUInLDER 

Edward B. Hawkins and Associates 

Englewood, Colo A new Ed Hawkins house is always an event of 

4 importance and this iê is no exception It 

$QUARE FOOT AREAS represents advanced builder-thinking along the lin 

Lever level ef house, fuil area 1092 of how to combine the obvious economies of the 
Upper level of house, fuil area 1092 bi-level with the firmly established ranch wa 

Terrace and trollis, ½ eren 210 living. The result is a house that could 

Tetal squere foot area 2394 nvwhere-—in Seattle, Washington. D. ( 

Cost per square foot $10.00 


Mississipi à valle 
Here's what this house has to offer 
* 2 bedrooms. 2 baths and recreation room, with 


è 


paragt rage ot workshop ire a 


AMERICAN BUILDER 


TINTED CONCRETE terrace is extension of top level and is accessible from both kitehen and 
dining room. Trellis and overhead beams above terrace give house ranch appearance 


built to catch the sun 


combination briek eavitv and frame construc 
n, with brick left exposed n interior sidew alls 
practically all wood top level interiors with the 
ception of the sidewalls 
ı generous, south-facing, redwood-edged terrace 
yr more outdoor iving, with a fer ed-in back ird 
piete w th-tool shed, wi ( ret l ) lor 

ish and a drying yard; pool is extra 
The house is almost perfectly sited——not only in 
regard to sun but also slope 


s terraced 


Ihe pi pert 
lown the full depth of the house and leveled off to 
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concret 


the street front. Of special interest is the tinted 


terrace or patio in the rear, which has 

Half the 
shaded Lad ith an overhe ad trellis 
A wide roof overhang protects the glazed living roon 
And for 


| winter, a forced warm air furnace is provided 


edwood dividers as well as edging strip: 


te ace 8p rtiall 


wall which opens out on the terrace mtort 
f 


| xcept lor service and recreation nearly all living 


in this house ncentrated on the top k el—awa 
from the noise and dust of the street. Space for a 


future bedroom is on the lower level 


INSIDE THIS BI-LEVEL > 


BUILDER BLUEPRINT HOUSE 


CHLING OF MAHOGANY in dining area and elsewhere on top level is of beveled-edge planks. Walls are brick and plywood. 


FIREPLACE WALL in living room has fixed glass in gable, extensive bookshelves, raised hearth. Stairs lead to lower level. 


BRAND NAME PRODUCTS USED 


Armstrong cork tile Hotpoint? dishwasher G6. f. warm oir furnace 
formita counter tops Mission het water heate Prescolite recessed fixtures 
Hotpoint washer and dryer Nutone kitchen exhaust fon 


Schlage hardware 
Washington door hardware 
Waste King disposal Glidden points 


For complete one-quarter inch working piens of this house write American Builder Home Plens Service, 30 Church $t., New York 7, N.Y 


MORE INFORMATION ON THE BI-LEVEL HOUSE > 
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AMERICAN BUILDER BLUE PRINT SERIES 
DESIGNED BY 
EDW. B. HAWKINS DESIGNER 


ENGLEWOOD, COLO. 


Simmons. Boardman Pubi., Corp. 30 Church St, New York 7, NY. 
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DESIGNED BY ~ 

EDW. B. HAWKINS DESIGNER 
ENGLEWOOD, COLO. 
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OVERHEAD TRELLIS idea ie repeated in mahogany towel rach 


on brick wall. Rack has «shelves 


4 


colored glars inserts 


* ood 


CABINETRY IN CORRIDOR type kitchen is all mahogany ply: 


Appliances are grouped along free-standing wall 


Quantity List of Materials 
For American Builder Blueprint House No. 226 


GENERAL INFORMATION 
Houte—Type combination 

Area 1,092 sq. ff 

Cube 19,656 cw. H 
Garage— Area included in house 


EXCAVATING 


Trench fer foundation 
Chimney footing 
Basement excavation 


160 lin. ff 
included above 
183 yd: 


CEMENT WORK 


Foundoetiens 

(bosed on sloping lot) 
Concrete work 1000 sq. ft 
Thickness 4 
Anchor bolts 20. Vs = 24 
Waterproofing 576 sq. ft 
Sidewalks, terrace, driveway 1,315 sq. ft 
14 precast stair treads; 140 lin, fi 

1 x 6 redwoed; hearth slab. . 30 sa. ft 

(poo! net included in concrete work 


660 «v. A 


MASONRY 


Type - brick 
Walle 10" cavity type 936 sq. ft 
Chimney 200 cv. ft 
Five lining 26'—12" » 12 

Fireplace ' 2 
Threat end damper 2 
Lintel 2 
Brick steps ond floors 60 se. ft 
(Prefab chimney net included in above 


IRON WORK 


Structure! 
Miscellaneous 
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Edward B. Hawkins, Designer 


MILLWORK 

Window: fined and casement (wood! 

Windews glazed including trim 
Fined 13— 30" x 48 
6—-30" x 48" louvers 
4— 30" x 62” with louvers under 
7—30" x 26" 
—124" x 36" 


Cosement 


3—36” x 1 
Exterior doors 
1—3 
sash door 2'-6" 
1—2'-8" 
Garage doc overhead 8'-0 
Exterior millwork 
Entrance louvers, sidelight combinatior 
Flower boxes in carp. end meson 
interior millwork cluding jembs & trim 
6'-9" 
5. 
* 


Special interior doors 
Special interior millwork 
)— wordrobe closet units 
| —bethroqm case 
| —utility room case 
Philippine mahogany shelves 
Ie kitchen cases 


CARPENTRY 
Beams and girders 


2" 
4" 
1—4 
—4 
40 


Foundation plotes 


Joints . o 93—2" x 10" x 30'-0" 
Bridging 240 lin. . 1" s 3" 
Studding and piatos . ; 

16'-0 
1600 
10-0” 
8'-0" 
10-0 
14-0” 
17-0” 
16'-0" 


Reef rafters 


Framing lintels 10- 


ee ee oe.) 


Sub-fleor 
Roof sheathing 
Side wolls 120° cedar siding 
250° redwood siding 
96 sq. ft. plywood 
900 lin. . 1" a 2° 
herdweed area: 790 sq. "t 
Softwoed orso: 180 sq. ft 
80 sq. ft. % plywood 
end 8" Phil, mohogeny 
152 lin. f. 2" » 10’ 
1-2" x» 12" 2 24-0” 
Porch included in above 
Insulation 
ceiling and fleer—1460 oq. ft 
framed sidewalli——275 sq. fi 


SHEET METAL 


furring 
Flooring 


Soffits 
572 sq. A. 1 
faves 


Gutters 86 lin. f 
Downspouts 60 lin. ft 
Hashing . chimney only 
Miscellaneous: 45 lin. f. golv. cop for 


flower box; 160 lin. ft. gravel stop 
ROOFING 
Type tar ond grovel 


Ares i 20 squores 
ireofing in bottom of flower box) 


INTERIOR WALLS ANO CEILINGS 


Area io be covered 1100 sq. ft 
1" x 8" beveled Phil. mahogany ceiling 
2100 sq. f^. interior walls and misc 
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Here’s a NEW 
building feature 

that will give 

your prospects 

more for their money | 


Now . . for less cost than quality drawers of 
conventional construction, drawers molded of 
BaxeLrre Phenolic Plastic provide sales fea- 
tures that are bound to win your prospects’ 
favor. They never warp . . . runners and center 
guides are integral . . there are no joints to 
loosen . . no screws, nails or glue . . inside 
corners are smooth and rounded ...they're un- 
affected by heat, humidity, moisture, and even 
acids, alkalies, food chemicals, and cleansers. 

The standard drawers are available in a wide 


BAKELITE COMPANY, A Dicision of Union Carbide and Carbon Corporation $0 East 42nd Street, New York 17, N. Y. 
The term Baxexire and the Trefoil Symbol are registered trade-mar*s of UCC 


a 


drawers made of.... 


variety of sizes with permanently attractive 
black finish. Other decorative effects on drawer 
fronts can be obtained on special order. 

Your own imagination is the only limit to the 
number of sales-appealing ways you can put 
these drawers to work for you. The illustration 
suggests a few advantageous locations from 
cosmetic drawers in powder rooms to drawers 
for built-in storage walls. Send the coupon 
today for further information and names of 
manufacturers, 


BRAND 


PHENOLIC PLASTICS 


BAKELITE COMPANY, Dept. KB-5 
A Division of Union Carbide and Carbon Corporation 
30 East 42nd Street, New York 17, N. Y. 


Please send me information on variety of sixes of drawers molded of 
DaxrLire Brand Phenolic Plastics and names of manufacturers who 


r 
: 
i 
i 
| 
| 
| 
I 
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DFPA industry qualit grade 
arked Exterior fir plywood 
DFPA*). made with waterpro 


t by 1 i cause 


pan 


thick panel 


idea fold 
louglas I 


comas 


accent with 


| Texture One Eleven 


EXTERIOR FIR PLYWOOD * 


EXT-DFPA 


adds visible value to any home... 


equally effective outside or in 


^ Tu 

ACCENT flot plywood, masonry and 
other materials with Texture One-Eleven 
fit new ponelized exterior treatments 


ACCENT residential er commercial inte- 
riers with Texture One-Eleven. Parallel 
grooves create shedowline potiern. 


Introduced only last year, Texture One- 
Eleven has already stirred the imagination 
of countless architects and builders. Here 
are a few of the ways it's being used —for 
accent or feature ... outdoors or in... for 


residential or commercial buildings. 


ACCENT your homes with Texture One- 
Eleven patio fences and outdoor vorago. 
Add sales oppeol at little extra cost. 


ACCENT lines crested by bold grooves 
odd high style to strength, durability and 
economy of Exterior fr plywood 


ACCENT carport walls, odd extre bracing 
strength with Texture One-Bleven. Panels 
weather well, mode with waterproof glue 


t 


ACCENT on savings. Builders report 
panels slosh application time end labor 
coste. Con be applied without sheathing 


See your lumber dealer. He stocks Texture One-Eleven or can get it for you. 


Maryland builder finds 


ideal for new 


.., selects it for ultra-modern new 500-house project 


" We were looking for a new concept of siding 
for our modern homes. Insulating siding filled 
that need. We like Flintkote especially because 
of the attractive coloring and its exclusive back 
coating.” 

Those are the words of Jerome 8. Cardin, 
Vice President and Secretary of the Admiral 
Construction Corporation, builders of Country 
Club Estates, Glen Burnie, Maryland. 


And they aptly reflect the enthusiasm of 
this entire organization. Including the Presi- 
dent, J. L. Cardin, and Morton J. Macks, 
Vice President and Treasurer 


Flintkote Shake Design Insulating Siding 
appealed to these value-conscious builders 
for many reasons. They like its textured 
beauty, simulated to look like natural graining. 

They like its pleasing variety of colors. Its 
insulating qualities 

They like its dimensional stability in all 
kinds of weather. Because of the exclusive 
Flintkote back coating process. Plus the fact 
that this siding never needs paint to maintain 
its life 

These builders also found what they were 
looking for in other Flintkote materials 
Colorful Flintkote Mist Grey and White 
Shell Thikbut Shingles for the roofs and 
Flintkote Stalwart* Insulation Sheathing. 


Whether you are interested in home im- 
provement or new construction, you'll find 
what you want in the Flintkote line of build- 
ing materials. Your Flintkote dealer is always 
ready to help you. 


Country Club Estates homes are purchasable 
through V A financing. 
The Flintkote Company, Building Materials 
Division, 30 Rockefeller Plaza, New York 
20, N. Y 


oT. M. Reg. U. &. Pat. oa 


dy 


— 


Hintkote Shake theulating Siding 


Flintkote Stalwart Sheathing 


FLINTKOTE 


Flintkote Insulating Siding 


construction 


for all homes 
beautiful al 


All 500 houses in the Coun- 
try Club Estates will give 
buyer the advantages and 
extra lue of Fi tkote 
Stalwart Insulation Sheath 
i Board. You, too an 
build greater strength and 
economy to you new 
homes with this economical, 
efficient Flintkote product 
Stalwart Sheathing is both 
asphalt coated and impreg 
nated. It adds structural 
strength to the house itself 
is rigid has high 
racking strength and 
gives superior insulatior 


lub Estates 


yon Red and Leaf Green 
Insulating Sidings in differen 
have the decorative and sales ad 
of color effecta Of course 


Flintkote Shake Design Insulating Siding is specified tages: Flintkote Insulating Siding ‘1 flre- resistant 
in fou rust-proof, weather-resistant. Gives a home year 

Emerald Green, Car round comfort. It insulates keeps a house cooler in 

sing Flintkote Shake ummer, warmer ir nter. Reduces outside noises 

too, will aves fuel bills. Never needs painting to preserve it 

intages of a variety Builders are delighted with the dimensional stability 

sales advan assured by Flíntkote's exclusive new back coating 


Flintkote Thikihut Shingles 


Flintkote Mist Grey and 

hell White Thikbut Shin- 
gies are regarded aa tops in 
value and looks by the build- 
ers of Country Club Estates 
homes. Thikbuta provide the 
equivalent of “two shingles 
in one.” They are built with 
an extra layer of protective 
asphalt and fire-resistant 
mineral granules on the ex 
posed portion of the shingle 
The heavier butts assure 
dependable roof protection 
at a practical cost. They cre 
ate beautiful shadows that 


will make your roofs stand 
[« s 4 7 e /00/ e outs ín appearance, too 


for 
clean, 
true edges 
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Heart O' Texas Coliseum, Waco; Owner, McLennan 


i County; Controctor, Farnsworth ond Chambers Co., 
inc., Houston; Architect, Harris H. Roberts, Waco 


texture 


concrete block made with DURAPLASTIC* 


Over ninety-eight thousand concrete blocks went into work, too. Aids proper placement and increases dura- 


the buildi í Waco's Heart O“ Texas Coliseum, The bility. Require nusu h lure, Se 
job was a big one, calling for good looks on a large scale for the same price regular cement. Compli 
That's wh merete block made with Atlas Duraplastic ASTM and Federal Specifications. Write foi lescriy 
air-entrai portland cement were used tive booklet 
\ good choice, too. Because Duraplastic makes a mor UNIVERSAL ATLAS CEMENT COMPANY 
compact, more cleanly formed block with greater resist TED STATES STREI os) CORPOR A TW « 
ance to the p ge of water. For outstanding durability ( AK AVENUE, NEW YORK Y 
and good ippearance, use Duraplastic made block on Albany s Sirminghom «+ Boston e Chicogo « Dayton ə Kansas City 
your next project Minneapolis « New York o Philodelphie e Pittsburgh e Levis « Wace 
Duraplestic’’ in the registered trade-mark of the air-en '9 portland 
Use Atlas Dur aplastic cement in your regular concrete ement monuloctured by Universal Atlas Cement Compon 
A8-D-177 


AIR- ENTRAININO PORTLAND 


aod n Cement 


MAKES BETTER CONCRETE AT NO EXTRA COST 
UNITED STATES STEEL HOUR —Televised alternate Wednesdays — See your newspaper for time and station 
114 AMERICAN BUILDER 
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COMPLETING a Copper Tube Sanitary Drainage System in a Wilson home. Note the cast 


bronze solder-joint house trap 


| recent addition to the Anaconda line of Drainage Fittings. 


Anaconda Copper Tube Drainage Systems Save 7, in 
Installation Time . . . Speed Completions . . . Add Appeal 


The first time plumbing contractor 
W. H. Dressel used Anaconda Copper 
Tubes for sanitary drainage piping he 
proved to his satisfaction, and the 
builder's, that with co per there are 
| advantages for all concerned 
builder. contractor and homeowner 

In Builder Wilson's Sherwood Park 
Development of 150 low-priced homes 
at Torrington, Conn., Mr. Dressel i 
using copper tubes and solder-joint cast 
bronze drainage fittings for the con 
plete lrainage system—from roof vent 
to house sewer. Job time records ar: 
showing a saving of M in installation 
time as compared to similar installa 
tions using ferrous piping, But it isn't 
the time-saving feature alone which ac 
counts for the swing in Torringtor 
and hundreds of other cities to aui 
COPPER plumbing 


rea 
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Advantages of Anaconda Copper Tubes 
and Fittings. Standard 20 lengths (all 
sizes) mean fewer joints. Shop-fabri- 
cated assemblies are easily handled and 
installed. Trim, compact fittings save 
ind carpentry—a 3" stack with 
fittings will fit within a 4^ partition 

no costly build-outs or wide plumbing 

il 

‘This is progress and we're all for it,” 
iy Builder Wilson and Contractor 
Dressel. “The installation advantages 
are important to both the plumbing 
contractor and builder—but there are 
other advantages too. Home buyers 
recognize ALL-COPPER plumbing as a 
sign of quality and up-to-date con 
struction. Copper has selling appeal 
and that's an advantage worth many 
dollars to the builder and his plumb 
ing contractor 


Spact 


Anaconda Copper Tubes are avail. 
able in all standard wall thicknesses 
Types K, L, M and the new lighter 
weight Type DWV, which offers addi- 
tional savings in job costs. Types M 
and DWV are for all lines of the sani- 
tary drainage system above ground, 
and Types K and L for that part of the 
system buried underground. 

Write for “Copper Tube Drainage 
Systems,” publication No, C-33. Ad 
dress: The American Brass Company, 
Waterbury 20, Conn, In Canada 
Anaconda American Brass Ltd., New 
Toronto, Ontario. 15 
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COPPER TUBES 
Available through plumbing wholesalers 


The experience of National Homes, largest 
producers of homes in the U, S., is a clear 
guide to better window buying for intrinsic 
value and customer appeal. 


That's why National Homes' choice of 
Reynolds Aluminum Windows is impor- 
tant. Aluminum excels for rustproof per- 
manence, freedom from maintenance and 
modern beauty. And Reynolds puts into its 
line not only superior window engineering 
but the know-how and facilities of a great 
aluminum company. "Reynolds Alumi- 
num" on windows means quality is con- 
trolled all the way from base metal to final 
assembly. Write for catalog. 


Reynolds Metals Company, Window 
Division, 2003 S. Ninth St., Louisville 1, Ky 


- 


4 Feotured in National Homes’ fabulous “FLEETWOOD” 
are Reynolds Aluminum horizontalsliding windows 
Vents open with fingertip ease, close tight, lift out for 
cleaning. High«tyled simplicity! See these Reynolds 
Aluminum Windows during the “Open House Showing’ 
of National Homes 


4 


» o 
| 


Shown above is the beautiful Reynolds Alu- 
minum Casement Window. The complete 
line includes the Traverse Window, Awning 
Window, a new, perfected Double-Hung 
—— Window ond Basement and Utility Windows. 


$88 “PRONTIER,” Sundays, NBC.TY Network 


REYNOLDS $3 ALUMINUM 
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The modern, versatile, job-proved 
De Walt Power Saw... 


Here are f Does everything on the job, from framing 


to finishing. 
A. saves es much as 60% in power tool costs. 
3 instantly adjusts for any cut yeu want. 
4 Gives machine-tool accuracy on all 0 


makes fitting easier, faster, fine 


why these new 1956 | 3 


Gives far safer, easier top-side cutting. 


AMF De Walt Power Saws @ 7 Saves ax much as 90% in layout and 


marking time. 
Reduces worker — a like 


speed your cutting eee 2 De Walt’s easy 


lower your costs B. ^ Ng tara . 


T | JO Complete — a ina . sete up 


77 Conveniently . , easily carries 
to any spot on the job 


7 Gives modern, jiao materials 
handling. 


13 — poe stops for all popular 
42 Mates o production-line cutting 


Does special millwork... without mill coste. 


16 Cuts all popular building materials 
ineluding p r eng 


Has Underwriters’ Laboratories, Inc. and 
77 Canadian Standards Association Approval 
for your extra protection 


7 Makes work go faster, more efficiently 
+. Ono saw operator keeps o dozen or 
more carpenters busy nailing 


Y Custom-built, direct-drive motor 
minimizes maintenance. 


MODEL GW-1 WITH 10" SAW. with 114 hp direct- 

drive motor, 120/240 voltage change switch. 10” 

saw blade cuts 3" deep, rips 26" wide, cross-cuts 

16" wide on 1" stock. Stee) bese with welded 

carrying handies, 9823 4 ^w — vum 

key switch, guard, s ic . Weighs MODEL MB-F WITH 9” Portable, with new 
only 183 ibs. $382.80 complete delivered. % hp — motor, 120 V. v aii- 


Larger sizes available rips 24^ w wide, 1 wide 
en 1” stock. Satety key switch, safety 

guard, and anti-hickback device. ‘Weighs 

only 140 ibs. $230 complete delivered, 


Use your De Walt for framing, 
concrete forms, interior 
trim work, special built-ins 
... for every cutting need. 
Join the thousands of builders who 
have found an AMF De Walt the one modern, 
cost-saving way to cut and 
finish lumber, in the 
shop or on the job. 


AME Oe Walt ine., „ AB-55-12, Lonsaster, Pa. 
tn Canada: De Welt Lid., Geoiph, Ontario 


Please send me valuable Froe 16-poge Booklet on Job-Tested 
Metheds for Cutting building Costs. 


O Please send handy Common Rofter Meter. | enclose 25c in coin, 


DE Wa LT 


POWER TOOLS 


DECEMBER 1955 


close'to the AS 
"dotted line“??? 


“Remember... RO-WAY 


garage doors help you 
sell homes 


When you're down to details, step behind a Ro-Way 
door. It’s a good place to help close the sale. 

Show your home-buying prospect Ro-Way's Taper- 
Tite track, Seal-A-Matic hinges, bal] bearing roller: 
and Power-Metered springs. They prove that Ro-Way 
quality is built in . . right down to the last fine feature. 
And they imply similar superior quality throughout 
the house. 

Be sure to emphasize Ro-Way's striking beauty too. 
A Ro-Way garage door greatly enhances the overall 
eye appeal of any property. Then . . to really point up 
Ro-Way quality . . . demonstrate the smooth, quiet, 
easy operation of these functionally perfect enclosures 

Do that, and you're one step 
nearer the “dotted line." Facts sell! 
Your Ro-Way distributor has some 
convincers. See him now, or write 
direct for our informative litera- 
ture on the full Ro-Way line. 


Nationwide sales and in- a a fp &£Utu| Dou 
stallotion service. See your s == 
classified telephene direc: } Residential - industriel : Commercial 


M ROWE MANUFACTURING CO, 
l * 762 Holton St., Galesburg, Illinois 
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A RICAN , 
BUNDER Your guide to new products information 


, . Is - 
ERECTED interior panels shown here are now ready for wall surface treatment. Note BASIC UNIT is 4x8, but 7 erection, 5 trim, 


how wiring runs behind baseboard. Plumbing is run through cavities of wall panels, other odd-sized sections are available, 


WITH THESE 4x8 PANELS... 


You can build faster, easier 


Mi tol and —"Redi-Dek" of each 4ft. skin and in the formed Circle Me, 1201 en Readers’ Reply Cord, p. 156 
building panels, consisting of panel. The panels are slid together to 
hardboard and other “skins” bonded form a 3x4 in. union, and are nailed 
to a metal core, are available from or screwed in place 
the Home and Building Parts Com- Panels can be erected with regular TING ues 
pany, Inc. Panels weigh 4 lbs. per carpenters’ tools, and can be cut with Electrical heating 
sq. ft, and have an end load bearing a power saw Lis price per panel: Cold weather — 
strength of more than 20,000 Ibs $29.76 per 4x8 section, 

The core of the panels is aluminum, For more information about the u heating, . 
bended on the crowns to hardboard product, or for franchising details «pesas 
or plywood by plastic, and reinforced write to Home and Building Parts Doors, windows, floors, roofs . 
with stapling 6 in. to a foot apart. A Company, Inc.. Dept. AB, P. O. Box Tools, trucks 
triangular stud is located at the edge 12126, New Orleans 24, La. 


OTHER NEW PRODUCTS IN 
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re * 
| — 
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CROSS-SECTION of "Redi-Panl" shows aluminum core construction trussed every 4 inches and shows end or joning studs. 
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Electric heating equipment... 


All-metal radiant wall panel 


The Chromalox Radiant Wall Panel 
combines extreme mounting ease with 
an unbreakable all-metal construc- 
tion, giving protection against elec- 
trical shocks and moisture and rough 
usage. The heart of the element con- 
sists of a nickle-chromium register 
wire packed in a high density insulat 
ing refractory and enclosed in seam- 
less tubing for electrical insulation 
The panel may be surface-mounted 
on open walls or under windows in a 
matter of minutes. It may be recessed 
against wall studs or to a total depth 
of 2%". Built-in, on-off switch and 
adjustable thermostat control, plus a 
line terminal enclosure are contained 
in bottom panel frame. Edwin | 
Wiegand Co., Dept. AB, 7500 Thomas 
Boulevard, Pittsburgh 8, Pa 

Circle No. 1202 en Reeders’ Reply Cord, p. 156 
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Has self-contained thermostat 


The new model 1700 wall mounted 
panel for electric home heating has a 
self-contained thermostat for indi- 
vidual temperature selection. Uses 120 
volts; can be mounted and connected 
to wall outlet without wiring for 
heavier voltage. Frame is of anodized 
aluminum, and glass is of tempered 
construction with electric heating cir- 
cuit fused directly into glass on back. 
Specifications: 1000 watts, 120 volts 
width 2734^, height 20½ , shipping 
wt, 2514 lbs, UL approved. Allied 
Precision Industries, Dept. AB, 425 
Stevens St., Geneva, III 

Cir» Ne, 1203 en Readers’ Reply Card, p. 156 


Electric baseboard heaters 


Electromode electric baseboard heat- 
ers are now available in 900-watt and 
1200-watt capacities in addition to 
the 600-watt models, according to 
Electromode Corp. Each capacity is 
made in models to operate on either 
120, 240, or 208 volts, All basic units 
are 8.5" high and 3" wide. Electro- 
mode baseboard electric heat is 
low-level perimeter heat that spreads 
warmth against cold walls from floor 
to ceiling. Heat is automatically con- 
trolled by wall-mounted low or line 
voltage thermostat. Electric wires are 
insulated and embedded within a 
finned aluminum casting which as- 
sures complete safety and spreads 
heat quickly. Electromode Corp. 
Dept. AB, Rochester, N. Y. 

Cee Me. 1204 on Reeders’ Reply Card, p. 156 


New wall heater has anodized 


aluminum heating surface 


The Marviray wall heater is shatter- 
proof and unbreakable. It has a con 
cealed element under an anodized 
aluminum heating surface. In com 
parison with other types of electrical 
heaters, Marviray heaters show a very 
low initial inrush of current over their 
rated capacity, and deliver full heat 
quicker. They are available for sur- 
face mounting and recessing in walls 
in wattage ratings of 1250 and 750 
for operation on 115, 208, 230, and 
245 volts. Marviray, Inc., Dept. AB, 
54 Clifton St., Newark 5, N. J 

Ci cle No. 1205 on Reoders Reply Cord, p. 156 


Cost of Cavalier electric heat: 
about $540 for 6-room house 


The cost of Cavalier Electric Base- 
board heat for the average 6-room 
home (installation, baseboard and 
wiring) is about $90 per room or $540 
for the home. It is said to be the 
only electrical heating system avail 
able with a surface temperature that 
stays below 125 degrees F. Cavalier's 
zig-zag air passages channel the air 
over the heating elements, the re 
flective baffle increases the flow of 
warmed air, vet lowers the surface 
temperature of the baseboard. The re 


sult is wall-to-wall comfort. Tempera- 
ture of each room equipped wit! 
Cavalier Electric Baseboard is con 
trolled by an automatic thermostat. A 
thermostatic control section can be 
installed between any two sections of 
the baseboard. (See illustration 
&bove.) Available in two lengths—32 
inches and 48 inches, 160 watts per 
foot. Cavalier Corp., Electrical Heat 
ing Div, Dept. AB, Attn. Melvir 
Wessel, Chattanooga 2, Tenn. 

Circle No. 1206 on Readers’ Reply Card, p. 156 


Ceiling heater is 
installed between joists 


Easy to install, Pryne's new ceiling 
heater is a recessed fixture installed 
between ceiling joists. It prewired 
to a built-in pull box and does not 
require a special circuit. Available in 
one-lamp and three-lamp units with 
either chrome or painted finish. The 
unit is quiet, has no fan or motor to 
service. It directs infra-red heat ra 
from ceiling to floor at the flick of a 
switch: no waiting for elements to 
heat up, or hot air to circulate. Pryne 
& Co., Dept. AB, 142 N. Towne Ave 
Pomona, Calif 

Circle No. 1207 en Readers’ Reply Card, p. 156 


Radiant ceramic heaters 
use infra-red rays 


Heatmore's new Radiant Ceramic 
Baseboard Panels make use of infra 
red rays to heat uniformly in all di 
rections, within a few minutes, and 
continues for a half hour after it i 
turned off. The infra-red rays do not 
heat air but heat people and objects 
in the room. The use of ceramic as 
opposed to other materials provide 
added safety features, in addition to 
more effective rays. Shattering is 
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... see article, pages 74-77 


terminal 
possible and the 
nichrome element cannot chip off to 
cause the cutting out of part or all 
electrical current. Heatmore, Inc. 


eliminated. More positive 
connections are 


Dept. AB, 59 Throop Ave., Brooklyn 
6. N. Y 


Circle Mo. 1208 en Readers’ Reply Card, p. 156 
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New electric Glassheat panels 
reduce wall streakage 


The electrically operated radiant 
Glassheat Baseboard Panel called 
“Footlighter” has a new feature in its 
hooded deflector, incorporated in the 
frame, eliminating the wall streakage 
which results from most baseboard 
beating units. Panels are constructed 
of specially tempered glass fused 
with aluminum strips. Its infra-red 
rays are projected by means of a 
metal reflector behind the glass. The 
Footlighter units may be mounted 
end-to-end in continuous fashion 
across the room. Even at the maxi- 
mum temperature of 300 degrees F 

no blistering results from direct con- 
tact with the panel, the manufactur- 
ers say. Frame size is 9x4714 inches 
long. Class size: 6x45 inches, 750 watt 
capacity, 245 volts, AC and DC cur- 
rent. UL approved. Continental Ra- 
diant Glass Heating Corp., Dept. AB, 
One East 35th Street, New York 16 
N. Y 

Circle No. 1209 en Readers’ Reply Cord, p. 156 


No furnace chimney, ducts, or 


piping required for this system 
The Electrend electric air circulating 
heating system (see also p. 77 of this 
issue) is a metal duct 7 feet high, 8 
inches wide and 31% inches deep with 
openings covered by grilles at top 
and bottom. It fits between 16-inch 
studs. The unit draws warm air from 
ceiling out across the floor. Each room 
is controlled individually by a ther 
mostat mounted at front of each unit 
Duct work or piping connections are 
not needed. List price: $79.50 up. 
Available through electrical whole- 
salers. Donald D. Peterson, Electrend 
Products Corp., Dept. AB, St. Joseph, 
Mich. 

Circle Ne. 1210 em Reeders’ Reply Cord, p. 156 
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New electric baseboard heater 
is completely fireproof 


The new Meier Baseboard Perimeter 
Heater is completely fireproof, To 
prevent the entrapment of heat from 
building up whenever drapes or cur- 
tains are down across the face of the 
heater, a thermal disc-type closeout 
is built into the unit. This cutout shuts 
off the current, thereby preventing 
scorched or burned drapes. Available 
in 3 sizes: 500, 750 and 1,000 watts. 
Compact panels are 6 inches high and 
2% inches deep. Btu capacity: ap- 
proximately 840 Btu's per foot of 
panel, UL approved. Meier also manu- 
factures radiant cable. Meier Elec- 
tric and Machine Co., Inc., Dept. AB, 
Attn. R. D. Stump, 3525 E. Washing- 
ton St., Indianapolis 7, Ind. 

Circle No, 1211 on Readers! Reply Cord, p. 156 


Ceiling heater has 
anodized reflectors 


NuTone radiant heaters fit between 
standard 16“ framing. Adjustable 
brackets permit fitting from 0 4 
ceiling. Has built-in outlet box with 
three knockouts. Automatic circuit 
breaker insures that the unit will not 
overheat, Safety cooling system gives 
instant heat to every corner of room. 
NuTone, Inc., Dept. AB, Madison and 
Red Bank Rds.. Cincinnati 27, Ohio. 
Circle Mo. 1212 en Reeders’ Reply Cord, p. 156 


New electric baseboard heaters 


The new Berko Baseboard heating 
line is designed for heating a whole 
house or a room. It can also be used 
for supplementary heating of a “hard 
to heat" room. A thermostat in each 
room insures exact regulation of tem- 
perature. Designed for easy installa- 
tion, Berko fites against the wall in 
lieu of the baseboard und is fastened 
in place by screws. No cutting of 
walls, no vents or ducts are required. 
Panels are 2½ deep. Joining and 
corner sections match the panel ends 
and make it possible to extend the 
baseboard panels in an uninterrupted 
line along two or more walls. Berko 
Electric Mig. Corp., Dept. AB, 212-40 
Jamaica Ave., Queens Village, N. Y. 
Circle Mo, 1213 on Readers’ Reply Cord, p. 156 


Two complete heating systems 
combined into one unit 


Electrovector units have two indi- 
vidual heating elements to assure 
modulated flow during moderate out- 
side temperatures, Modulating ther- 
mostat regulates heat even in the 
coldest weather. Floor to ceiling tem- 
peratures do not vary more than two 
to three degrees, Electrovector Cabi- 
net Heaters are available in three 
sizes to suit the needs of any size 
room, Electrovector, Inc., Dept. AB, 
475 Flushing Ave., Brooklyn 5, N. Y. 
Circle No. 1214 on Readers! Reply Cord, p. 156 


Raydiant surface panel 


The new Dixie Raydiant surface 
panel with built-on thermostat can 
be mounted or hung on the wall with- 
out cutting or damaging the wall in 
any way. Panels are screwed on the 
surface of the wall protruding only 
215 inches. A built-on or a separate 
wall thermostat is used to control the 
panel in each room. Baseboard mod- 
els and portables are also available 
Dixie Raydiant Electric Heat Corp., 
Dept AB, Atto. Robert Turner, 66 
llth Street, N. E., Atlanta, Ga. 

Circo Mo, 1219 an Readers’ Reply Cord, p. 156 
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Electric heating and cold weather products 


Ceiling radiant heater has 
even heat distribution 


This new Ceiling Radiant Heetaire 
has “even heat” distribution, with a 
“plug-in” installation. The radiant 
heating element is sheathed in a 
nickel chromium alloy that is said to 
arrest moisture action. The Heetaire 
is only 1244 inches from edge to edge 
and is available in 1000 watts (model 
281) and 1250 watts (model 282). 
Other features of the unit include 
thermal overload safety control, highly 
polished Nuchrome flush rim, silent 
fan, plaster flange adjustable flush to 
l^, built-in outlet box with eight 
knockouts, Markel Electric Products 
Inc., Dept. AB, Buffalo 3, N. Y 

Circle Me. 1216 on Reeders’ Reply Card, p. 156 


A TYPICAL USKON PANEL 


— — > 


Electric heating panels of 
rubber glue to ceiling 


The construction diagram, above, il- 
lustrates U. S. Rubber's latest Uskon 
paste-up heating panel. Only “ra 
inch thick, these panele are com- 
posed of thin sheets of conductive 
rubber sandwiched between layers of 
thin plastic and aluminum foil. They 
contain no heating wires of any kind. 
The panels are glued to the ceiling 
with - special adhesive They oper: 
ate on a standard 230 volt system 
They are controlled by thermostats 
in each room. Adequate heat is pos- 
sible in 20 minutes, the manufacturer 
says. Installed cost of Uskon: Varies 
from 85 cents to $1.35 per sq. ft. of 
house area depending upon climate, 


insulation, etc. United States Rubber 
Company, Dept. AB, Attn. M. A 
Cautela, 1230 Avenue of the Ameri 


cas, New York 20, N. Y 
Civele No. 1217 om Readers’ Reply Cord, p. 156 


Electric bathroom heater hos 
automatic time-switch control 
The new Wesix 15-TH Electric Bath- 
room Heater features a built-in me- 
chanical time-switch control to pre 
vent wasted power. The timer may be 
set for periods up to one hour. Set. 
ting the timer assures that the 15-TH 
Heater will automatically turn off 
after the set time elapses and guard 
against wasting power through care 
oversight. The Wesix 
15-TH heats by radiation plus con 
vection and utilizes an electric chim- 
ney similar to those in major Wesix 
Heater» to 


lessness or 


provide steady, even 
warmth as well as instant radiant 
heat. Approved by UL. Wesix Elec 
tric Heater Co., Dept. AB, 390 First 
St., San Francisco, Calif 

Circle No. 1218 em Readers’ Reply Cord, p. 156 
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Radiant heating system is 
invisible 


"Infraair" and “Infracable” are two 
new lines in a series of convection- 
type heaters and electric cable now 
being marketed by Infraglass Heater 
Co. The Infracable line consists of 
perfected electric heating cable made 
of specially insulated wire. It is 
stapled to rock lath in a scientifically 
determined pattern before plastering 
the ceiling. The entire radiant-heating 
system is imbedded in the plaster and 
is therefore invisible. except for the 
thermostat. The new Infraglas« line 
of convection-type heaters are avail- 
able in three sizes and four styles 
1, 2. and 3 column, with two 1-column 
heaters to answer varying demand. 
Infraglas« Heater Co., Inc., Dept. AB, 
Pontiac, Mich 

Circle Me. 1210A on Beaders’ Beply Cord, p. 156 


COLD WEATHER PRODUCTS 


infra-red radiant gas heater 

lets you work outside in winter 
The Infra-Rayhead heater is an in 
fra-red radiant ga» heater that oper 
ates on manufactured, natural gas or 
liquefied petroleum. It heats up in 


stantly, directing a blanket of infra 
red heat over an area of 80 to 100 
»q. ft. Because it only heats object 
which cross its ray, the heater does 
not raise air temperatures. The us 
of the heater permits outdoor con 
struction work to continue on a year 
around basis. Retail price of Model 
J-519L: $152. including carrier and 
100 per cent safety shut off. Perfe 
tion Stove Co., Dept. AB, Attn. J. P 
Dahiman, 7609 Platt Ave.. Cleveland 
4. Ohio 

Circle Mo. 1219 on Readers’ Reply Card, p. 156 


For better winter building— 


The Meyers Brick Warmer is a clean 
fast and efficient way to heat brick 
with a capacity of 600-800 per hour 
By pre-heating brick, mortar sets 
properly and does not run out and 
down the wall. Bricks stay in place 
and do not float out of line. The uni 
is solidly built of 14-gauge steel with 
all joints securely welded. Heat 

supplied by an oil-fired Delco pre 
sure burner. List price: $350. At 
tached water heater: $40, f.o.b. fac 
tory. D. W. Meyers Mfg. Co., Dept 
AB, Attn. Jack Detrow, Seville, Ohio. 
Circle Me. 1220 en Readers’ Reply Cord, p. 156 


(CONTINUED ON PAGE 126) 
AMERICAM BUILDER 


DECEMBER 1955 


unit 
we nd P 
uel a 
ves 
garen. e operatio" * 
» aro : 
a all yes e 4½ 
windows |" indows 810 
Weather-sealed v equipped ion and -— 
Zeger’ — weather Prong matter no — 
times — a id clos t due $ 
> pe 


y 
4 
UNCLE CURLY’ =: NEPHEW CHARUE 
(HATES DRAFTS) ^ t, (PARTY BOY) 
A drafty window is dangerous !) Charlie knows what it takes to By the blister-bright moon of the 
when it catches a guy with his QE get ahead... and knows what 
hair down. That's why Unc wants A, makes the snowllakes clang. 
Dura-seal equipped window units ^ % He loves those Si-Vel coated 
which afford 474 times 
better weather protection. 


yammering Yukon! A man needs air! 
it's almost 60 degrees in here! Get those 
dad-blasted windows open! He's a card 
player and Dura-seal equipped win- 

dows don't take two jacks to open. 


: springs in Oura-seal—so quiet, 
so hushed . . Minde spooky! 


n no m atn 

ng ar — ac ^i M 
easy © pa d or C seal pay’ [7 used, 
ash may ditio p ditionin& d for 
heric ond Ii air-CO |. too. Sem 
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(DELICATE LIKE A HORSE) 
If Bertha threw her weight around, every 
seismograph in the country would pop. 
Luckily, she thinks she's a frail, fragile creature, 
That's why she likes Dura-seal's 
sash balance that opens with the lightest, 
delicatest, eepsy-weepsy, tiny touch. 


OLD MONEYBAGS 
(row) 


Last on the list is the man with the money 
— 0f, at least, the man who has to pay. 
Dad's the one who likes Dura-seal 

because Dura-seal weatherstripping 
pays its way many times over on fuel 
savings ... it's a good investment! 
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Facades and Marquees made with strong Kaiser Aluminum have 


an ideal variety of texture finishes ... may be painted, anodized, Available in flat, corrugated or specially designed panels. Their 
embossed, enameled, lacquered, and porcelainized by standard application provides a distinctive quality to any building and 
methods. They weather uniformly, never rust, never stain —re- helps assure client satisfaction 


quire minimum maintenance. Lightness lowers erection costs 


To improve your construction... 


^ PROFIT FROM ALUMINUM'S “BUILT-IN” VALUES 


„ Lightness with strength „ Heat and light reflectivity 


„ Heat and electrical conductivity è Corrosion resistance 


„ Beauty „ Workability 
Economy 
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Shade Screening made with Kaiser Aluminum keeps rooms up 
to 15° cooler. Tiny louvers set at an angle block hot sun rays 
Protects furnishings from sun fading. Clean, modern design gives 
: window exteriors new, fresh beauty. 


Corrugated Roofing made with Kaiser Aluminum reflects heat 
helps provide winter warmth, summer coolness. Light re 

flectivity brightens interiors. Needs no paint — requires minimum 

maintenance. Ideal for industrial or commercial buildings 


Bus Duct Systems mado with high conductivity Kaiser Aluminum 
cost less than copper. Light weight results in easier, faster instal- 
lation — another saving. High strength yet workable, Available in 
rectangular, solid round bar and tubular conductor 


Window Jalousies made with Kaiser Aluminum resist corrosion 
—defy time and weather. Handsome, natural finish enhances 
building's appearance, complements any design. Easy to install. 
Simple to operate 


think of Kaiser Aluminum 


r* 

Since World War II, aluminum has been used more 
extensively in the building industry than in any other 
civilian application. 


This spectacular conversion is the result of alumi 
num's combination of "built-in" advantages —advan 
tages that make possible new patterns of design, usually 
with substantial overall savings 


As a basic producer of aluminum our efforts are dedi 
cated to the job of serving manufacturers — helping to 
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improve their products and to reduce their costs 


Engineering assistance is available from our qualified 
aluminum engineers. Or for names of building products 
manufacturers who will be glad to work with you, con- 
tact the Kaiser Aluminum sales office listed in your tele 
phone directory. Kaiser Aluminum & Chemical Sales, 
Inc. General Sales Office, Palmolive Bidg., Chicago 11, 


Illinois; Executive Office, Kaiser Bldg., Oakland 12, 
California, 


Everybody knows where 


Grants Tomb is...4u¢ 


do newcomers in town know where to find you... or what 
services you offer? 


Tell them the quick, easy, “Yellow Pages way. Your adver- 
tising messages in the 'Yellow Pages' of the telephone direc- 
tory give you two important advantages: 


(1) The ‘Yellow Pages go into practically every home, office 
and factory in town. They're everywhere your prospects are. 


(2) The "Yellow Pages’ work for you every day, all day — 
whenever a prospect is ready to build 


Turn newcomers into new customers. and remind old 
ones by having complete coverage in the ‘Yellow Pages dis 
play ads and listings where prospects will be looking for you. 


4 The 
Yellow Pages' 
Where te 

Find Yov 


MORE INFORMATION? Call your local telephone business 
office. There's a trained representative ready to help you. 


CICILY NEW PRODUCTS 
COLD WEATHER PRODUCTS... 
BUILDING SPECIALTIES 


Salamander has 100% 
safety shutoff 


One of the advantages of the No. 1415 
Salamander is a pressure regulator 
mounted on it which makes it un 
necessary to have cylinder nearby. It 
operates with over 50 feet of hose 
The No. 1415 Salamander has ad 
vanced burner design providing com- 
plete combustion, quiet operation 
and engineered heat distribution plus 
secondary heat reflector skirt that ra- 
diates heat upward. Has Btu input 
of 100,000 Btu per hour. List price 
$66.00. Insto-Gas Corporation, Dept 
AB, Attn, W. W. Steinert, 1977 East 
Woodbridge, Detroit 7, Michigan. 

Circle No. 1221 en Readers’ Reply Cord, p. 156 


Brick and block heater 
makes winter bricking a snap 
Use of the Eclipse Brick and Block 


Heater permits a continuous flow of 
warm, dry materials enabling brick- 
layers to work bare-handed at sub- 
freezing temperatures Te mperature 
can be controlled by adjusting heating 
torches and controlling speed of flow 
of materials, The heater i$ constructed 
of 3 parts: 1-piece hood with 2 free 
«winging heat control doors, a ball 
bearing conveyor. welded furnace 
base. Heater is portable, is easy to op 
erate, may be fired with kerosene, light 
oil or bottled gas 2 lipse Fuel F ngi 

neering Co., Dept. AB, 1002 Buchana 

St.. Rockford, III 

Cle Me. 1222 em Readers’ Reply Card, p. 156 


Concrete, plaster bonding agent 

Kwik-Weld is a substance used to 
bond new concrete, cement or plaster 
to old or to any structural surface 
Kwik-Weld is painted, rolled o: 
sprayed on the surface prior to the 
application of the new cementious 
materiale. Suggested retail price 

$10.95 per quart, $3.18 per pint. Kwik 
Weld, Chemical Products Company 
Dept. AB, Attn. Wm. Majeske, P. 0 
Box 464, ^berdeen, Md 

Circle *'5, 1223 en Readers’ Reply Cord, p. 156 
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SOLD 


More and more quality-conscious home buyers are becoming 
“sold” on the strength, adaptability and beauty of lumber 
bearing the stamp of Grade-Marked Southern Pine 

Lumber. They know this stamp is the way to 


tell this superior, versatile wood. ond 
to look for those who sel it. uU 
That's why you can build sales "s 


and reputation with Grade. 
Marked Southern Pine p. 


More saleable... p. 


"i 


more avail- 
able than 


SOUTHERN PINE ASSOCIATION : NEW ORLEANS, 


Jiffy gives 


you a SAWHORSE 


Ur 
Jiffy Brackets and 2z4s are 
all you need 


* NO NAILS 
* NO BOLTS 
* NO SCREWS 


All- welded construction. Use 
any 2x4s for legs, 2x4, 6, 8, 
10 or 12 for crossbar 


Set up or knocked down in- 
stantly. Easy to move from 
job to job, and easy to store. 


For sale by most hardware 
and building supply dealers. 
If your dealer cannot supply 
you, write us. 


GRAND HAVEN STAMPED PRODUCTS co. 


JIRANI 4A [4 


DECEMBER 1955 


\ 
| 


| Extra Blades only $3.50 


i 


| 


LOUISIANA 


eut Comes Pr 


Pin tu 2 


AUTOMATIC ELECTRIC 
PONY TROWEL 


PAYS FOR ITSELF 
IN ONE-DAYS OPERATION 


SAVE with this speedy ce- 
men! tool. Job-tested two 96 inches of easy-to-read ac- 
years and acclaimed na- euer in an casy-to-pocket 
tionwide. Floats and fin- 2 inch case 
opal lng ui Il Model 1208W — only $1.19 
"-— compe at your favorite hardware 
gives smooth surfoce dealer. See his display of 
without topping. Stanley Rules — each in a 
Use own %” or useful plastic box with magni- 
* drill. | e fying lens. Select the rule that 
Me = MÀ you need from 6 ft. to 12 ft. 
andle, odes 4 
and ring com- gc 


plete. F. O. B. 
Muncie, Ind. 


BE PRECISE 


Say 


Write Stanley 
Tools, 1012 Elm 
St., New Britain, 
4 Conn., for free 
— ^ booklet on 
, measuring 

7 tools and how 

A! to use them. 


STANLEY 


- 


Write, Phone or Wire 
your order today. 


ELMO MANUFACTURING, INC. | 


Dept. - 324 W. Howard St., Parker, Ind. 
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Nitta: NEW PRODUCTS 


| HARDWARE, HEATING AND 
| BUILDING SPECIALTIES 


Jaeger pays a bonus of 12t015 yards — | "*« exterior nails 


are stain resistant 
With the automatic shaker hopper on the Jaeger 4 À | A new line of exterior nails combin 
3448 Auto-Loader you can load and measure while j i the stain, streak and rust resistance 
you mix, then power-shake the new batch into the Nim of zinc with the strength of steel 
drum quick as a flash. It means 12 to 15 more yds "TL now available. Called Stormguard 
per day — the fastest mixer of its size. The huskiest, , HA new nails are designed for applying 
too, with machined steel drum tracks on ball bear- iding, roofing and trim. The new nail 


t " " » , Ale» 6$ 1$ end h " steel c« he " 
ing car-wheel rollers. Send for Catalog SM-2 16$ Power Leaders ave a strong steel core, he avil 
coated with zinc. This steel core pi 


Ps -j “ $8 4 for dris 
E JAEGER MACHINE PAN 321 Dublin Avenue vides the necessary strength 
THE JALGE € con Y Columbus 16, Ohio ing without undue bending. breakin 


Soles, Rentals, Service in ever 150 Cities of United States end Conedo or heads popping off. The zinc over 
PUMPS © COMPRESSORS © HOIST TOWERS © LOADERS ating insulates the steel core, pr 


tecting it from rust, W. H. Maze ( 
Dept. AB, Peru, III 


Civele No. 1224 oa Readers’ Reply Card, o 
NEW „„ Brick and Block Heater 


for FAST, UNINTERRUPTED 
BRICKING in 

COLD, RAIN, SNOW, 

or ICE 


3210" 


Casi of complete enit, whewt 
foh, 


Aluminum and plastic used 


fo create carport protection 
Marmy conmtectors ond builders hove increased their number of profitable working days by veing 


"D, » te á 
en 0 - ( ort with 
thi lest, convenient methed of drying wet bricks ond blocks. Brick loyers have improved the quality I n I rt is à arp v i 
ef hes werk, ond con new trike joints during cold end wet weather under conditions ond weed tural plastic roof nd alumir 


equal te immer work. Unit anombly permits fest, cary “knock-down” end erection of job site frame that is convertible to patio a 


* apea to desters end diattbeters | other uses where outdoor canopy p 

| tection is desired. Overall standard 
| Penn-Port dimensions: 10x20 feet and 
feet 6 inches high. The corrugated 
apod bsnete Co., 1100 Suthanen Sh. st structural plastic panel sheets are 26 
; nches wide and allow ample room te 


|. ) Pease rush my copy ef yow new Brick and Bloch 
Necter Catolice reach over end for drilling + ight roc 


|.) fm interested in selling brick ond Block Heaters colors are available The posts me 
ure 2!4 inches. Price of Penn-Port 
$395 FOB. Pennsylvania Wire Gla 
fem... Company, Dept. AB, 1612 Market 5 
Address... : Philadelphia 3, Pa 

Circle Ne. 1225 en Seeders’ Reply Card, p. 156 
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Neme.. 


Are you building on a slab? . . . putting a concrete floor in the 
basement? . . . putting in concrete foundation walls? In any 
case, you'll build a good house above it. Make sure that basic 
concrete is just as good, just as durable as everything you 
put on top of it. The best assurance you have is to reinforce 
all your concrete with American Welded Wire Fabric. It 
costs lesa to build a reinforced concrete slab. Here's why 

American Welded Wire Fabric Reinforcement in concrete 
slabs on the ground provide a slab approximately 30% 
stronger than an unreinforced slab of equal thickness. It binds 
the concrete tightly together . . . gives concrete the added 
strength of steel . . . stops tiny, hairline cracks from opening 
up. American Fabric is manufactured in every style and size 
you need. Ask for it by name 


AMERICAN STEEL & WIRE DIVISION 
UNITED STATES STEEL, GENERAL OFFICES: CLEVELAND, OHIO 
COLUMBIA-GENEVA STEEL DIVISION, SAM FRANCISCO, PACIFIC COAST DISTRIBUTORS 


TENNESSEE COAL & (RON DIVISION, FAIRFIELD, ALA., SOUTHERN DISTRIBUTORS 
WRITES STATES STEEL ExPORT COMPANY, BEW YORE 


EVERY TYPE OF REINFORCED CONCRETE CONSTRUCTION NEEDS 


USS AMERICAN WELDED WIRE FABRIC 


DECEMBER 1955 
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Residence of J. C. Davidson, Man- 
ager, Application Engineering 
Department, Airtemp Division, 
Chrysler Corporation, Dayton, 
Ohio. Completely air conditioned 
with Airtemp equipment and Kno- 
Draft Overhead Air Diffusers 


LT 


Living room has two Kno-Draft Diffusers. 
Air distribution system and fancoil unit 
are located in attic, The condensing unit is 
at rear of house 


LJ 

ja Di 
In the dining room and kitchen, 
ant Kno-Draft Air Diffusers with in- 
tegral lighting fixtures are used. 
"These are available in a variety of 


- styles, and may also be adapted 
for dropped lights 


e eee 


HARDWARE, HEATING AND 
| BUILDING SPECIALTIES 


| Move fixtures with ease with 
acoustical tile ceilings 


Accesso suspension system offers a 
| flexibility that permits moving light 
| and other ceiling fixtures in acoust 
cal tile ceilings one module or 
| dozen in a matter of moments, Full 
| concealed svstem of steel channel 
and hangers permi t nstallati 
with minimum labor. Air conditios 
| ing telephone line, electrical balla 


are instantly accessible. May be 
paired or moved without damage 
tile. Can be used wi in 
make of tile Nece 

De pt AB. 4615 £ 
| attle 7, Wash 


| Civele Mo. 1226 on Readers’ Reply Cord, p. 156 


Unlike grilles, which merely "dump" warm or cool air into | 


a room, letting it mix ad lib, Kno-Draft Overhead Air Diffusers are true air mix- 
ing devices. They do their job thoroughly, within inches of the diffuser and well 
above the living level. 

Thus, there is no feeling of air movement, no drafts, and temperature is equalized 
throughout the ares. And home owners also appreciate the clean, anti-smudge oper- 
ation of Kno-Draft Diffusers and the freedom in furniture placement they allow. 

From the contractor's point of view, the superior advantages of Kno-Draft Air 
Diffusers mean added sales appeal and a chance to get away from straight price 
competition. And Kno-Draft jobs are easy to figure, easy to install. 

You'll be interested in our special bulletin describing Kno-Draft Residential 
Air Diffusers -- their advantages, method of selection, system layouts, installation 
details, Send for your copy today. Connor Engineering Corporation, Dept. 1-125 
Danbury, Connecticut 


--— 
: 


CON NOR => 
Inno - draft: 


residential air diffusers 


Lightweight cellular concrete 


“National-Crete” is a process for mal 
ing lightweight cellular concret: 
preformed foam. This foam 
iduced by National-Crete appar 
| using National-Crete foam liquid. A 
| concrete mix is made in the usual 
| manner. When cement, water and a 
gregate (if any are thorough 
blended, the required amount of pr 
i formed foam is added through a 
| nozzle under pressure and mixed. Wi 
|air as an aggregate he cellular 
| concrete is light in weight vet «trong 


I 
low in cost and its density ea: 1 


| control, the manufacturers say. Na 

[tional Foam System. Ir Dept. AB 
West Chester. Pa 

| Circle No. 1227 en Reeders’ Reply Cord, p. 156 
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NOW = See For Yourself 
WHY 4 Out of 5 BUY... 


For Best Performance Demand the Saw 
with All These Features: 


€) PRESSURE EQUALIZER 
Spring—Cushions blade 


O SELECT-A-NOTCH — Easy 
one-man height adjustment 


for cutting any size mason- 
ry material. Patented. 


€) WET OR DRY PUMP 
amd Patented Water 
Application ‘gets the 
water to the cutting 


pressure and makes your 


bladeslastlonger.Patented. 


O ADJUST-A-CUT—Frees 
the Cutting Head for 
finger-tip control at 
any desired height. 


edge. 


© HEAD-LOCK — Turn the handle to hold cutting 
Head —for fixed Diamond Blade Cutting. 


TO CUT ANY 
MASONRY MATERIAL 


NEW 
Break-Resistant 


"POLK -A-DOT^ 
A Clipper FIRST! 
New Triple- Rein 
forced ` Polk A- Dot 
— safest blade ever 
made — in specifica 
tions to cut EVERY 
material. Need to Soft 
Exclusive "Polk. A 
Dot design reduce 
side friction — cuts 
faster, safer-- lasts 
longer 


DIAMOND 


Outstanding Pertorm 
ance with smooth ef 
ficiency a a part 
every Clipper D 
mond Blade 

able in specificat 
for cutting every : 
sonry material if Y 
Don't Know I 
monds, Know Yo 
Manufacturer ! 


By The Makers Of Famous 
Clipper Concrete Saws 


CLIPPER MA 
2813 5. Warwick 


Better H 
Mail the 


KANSAS CITY, MO. | Coupon 


DECEMBER 1955 


ORDER YOUR CLIPPER 
MASONRY SAW ON 


i wast a Cilpoper 
Masenr Saw on 
FREE TRIAL 


"| Send FREE Literatere 


ea Clipper — Masonry 
Saws aad Blades 


Mode! HD 
Wet (Dustless) or Dry Cutting 

A Model to fit every Budget 
priced from $265 


FREE TRIAL 


Send Coupon for the Whole Story 


MUFACTURING CO. 
Kansas City 8, Mo. 


Send FREE Literatur 
en Clipper Conerete 


Sows ané Biades 
'02X 


| Wave a Clipper repre 


sentative call on me 


State 
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New Sliding Door Hardware 
STANLEY 


One Set Packaged For Both 
34" and 1%” By-Passing Doors 


HERES WHY: 
Low headroom needed — only 1%”. 
Jump-proof track — doors lift on or off 
without removing hangers — cannot be de- 
railed in vertical position. 

Steel track press formed for perfect straight- 
ness, bonderized and aluminum finished for 
corrosion resistance 


© V-shape track for smooth operation and 
dirt clearance. 

@ Nylon rollers permanently lubricated for 
silent operation 

@ Heavy gauge steel hangers, electro zinc 
plated. 

* vertical adjustment * with positive lock- 
in-place feature 

@ Adjustable nylon floor guide. Only 3 screws 
required. 


*VERTICAL ADJUSTMENT 


Specially designed hangers permit %” vertical adjustment without 
loosening the three installation screws. Serrations, machine screw 
and lockwasher insure positive locking and minute adjustment, 
Unique design permits the use of the SAME hanger for both the 
%” and 1%” doors by reversing both the bracket and roller on 
the REAR %” door. 


STANLEY 
2804 and 2808 


2804 for %” Doors 

2808 for 1%” Doors 

See these new 2800 Series Sets at 

your hardware or building supplies 

dealer. Check the ease of installa- 

tion . . . low headroom — only 
ke" ... doors lift on and off 

track without removing hangers... 

hangers adjust without loosening 


Two More New Sets With 
Built-In Header Trim 


Same hangers, same features as 
2800 sets, with built-in header trim 
as jategral part of extruded alumi- 
num track. Saves labor and ex- 
pense of extra trim. Anodized alu- 
minura finish ready for paint, or 


screws in doors. This is Sliding suitable as is. E verything in one 
Door Hardware that's Stanley package for 2 or 3 by-passing 
made to sell, to install and to oper- doors ... 4’, 5’, 6' or 8 openings. 


STANLEY 


ate easier 


For complete details write Stanley 
Hardware, 10D Lake Street, New 
Britain, Conn. Ask for 2800 Cata- 


log No. G88. The Stanley Works * New Britain, Conn. 
HARDWARE * TOOLS * ELECTRIC TOOLS © STEEL + STEEL STRAPPING 
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New PRODUCTS 


HARDWARE, HEATING AND 
BUILDING SPECIALTIES 


e 


— 


Extended baseboard return air 
grille with maximum free area 


The Lima Series 77 is now being 
manufactured in both the 4-foot size 
with 52.2 sq. in. free area, and the 
2-foot size with 26.6 sq. in. free area 
The new Return Air Grille has pes 
manent medium beige finish, moder: 
horizontal louver design and easy in 
stallation features. It may 
bled in any multiple 
installations by using the special Lima 
ining connector 


De pt 


be assen 


for continuou 


Lima Re gister Lo 


AB Lima Ohio 


Circle Ne. 1228 on Reeders’ Reply Card, p. 156 


Sink strainer features one-piece 
stainless-steel body 


The use of stainless steel in this sink 
trainer combines the advantages of 
leak-proof construction with the pe 

manent wear-proof beauty of 
steel. In addition the 
with a 144” jam nut eliminates need 
for special installation wrenches. An 
other feature makes it impossible t 
accidentally knock the strainer int 
either a closed or open 
Price: $4.70. Universal-Rundle Corp 
Dept. AB, Attn 


taink 
loc king he 1 


position 


Quentin Garman 


New Castle, Pa 
Circle Me. 1229 on Reeders’ Reply Cord, p. 156 


How de you do it better? We'd 
Hike to know. See p. 172 


AMERICAN BUILDER 


KAM APAC SHEETS GO UP EASILY, furnish a smart, modern appearance. In the picture 
above, they ve been applied on the sidewalls af the Columbia Lumber & Manufacturing 


Company, Columbia South Carolina. In keeping with the traditional color scheme of this 
KEM distributor, the sheets have been painted yellow the openings trimmed in blue 


For a K&M distributor's building — 
K&M APAC sheets, of course! 


When a man uses the product he sells, you know he's 
convinced of its merits. And in the picture above, you 
see K&M APAC Asbestos-Cement Sheets applied on 
the sidewalls of our Columbia, South Carolina, dis 
tributor’s building. Considering all the building ma 
rials this distributor can choose from, we feel that 

f K&M APAC is high praise for this product 


— 


sel i Vi 


And here are some of the features that make K&M 
APAC sheets so well thought of by those who use them 
as well as by those who sell them 


Never need paint! The smooth, good-looking APAC 


surface takes decorative colors well, but never requires 


any protective painting. 


KEASBEY & MATTISON 
COMPANY © AMBLER * PENNSYLVANIA 


DECEMBER 1955 


Won't burn or rot! Made of asbestos and cement, KAM 
APAC sheets resist fire, won't corrode. And vermin 
can’t harm them 


Weather-resistant! Extremes of weather—rain, sleet or 
snow—do not harm these sheet 
as We li as inside 


They're used outside 


Widely used! Versatile K&M APAC sheets are chosen 
for office, factory, home, and farm—in a thousand and 
one uses. For more information on them, check 
Sweet's Light Construction File and Sweet's Archi 
tectural File. Your K&M distributor also has complete 
data. Write directly to us for his name 
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By saving the space a swinging door 
wastes, you increase the useable area of 
any room! The Novafold Solid Core 
Plastic Door provides this attractive sales 
feature — at a price 25 to 50% less than 
comparable Vinyl-covered doors 


Novafold folds to 16% of its expanded 
width in a flush-with-the-wall 412” stack 
4" leaves, in individual, full-length 
pockets in the Vinyl Plastic cover, give 
you a solid core door — room-to-room 
privacy — true accordion folding 


Smooth, silent operation is assured by 
self-lubricating Nylon slides. An exclusive 
Novafold feature the linkage chain 
that gives even pleating when the unit 
is drawn. 


Novafold is available in six colors 


a wide range of sizes — affording un 
limited application possibilities 


Batruded heavy-gauge sluminum 
trach, ined to the top of the opening 
Self -iubricoting Nylon swivel slide, 
Ned to metal plate riveted to leaf 
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ovafold 
SOLID CORE PLASTIC DOORS 


—space- and money-saving doors and room dividers 


4" leoves, in individual pockets 
assure perfect accordion-folding 


us C em 


A wholly-owned subsidiery of Hemeaseie Company —monufacturers of the oldest 
end strongest insuloting-buliding beard; woed-textured and stricted paneis 


Sumit? E NEW PRODUCTS 


| HARDWARE, HEATING AND 
BUILDING SPECIALTIES 


Deluxe ceiling exhaust fons 


Clear-Aire Kitchen Exhaust Fans’ ex 
terior frame, door, and hood guaran 
tee life-long wear, manufacturer say 
Fans are of 3-unit consti 
| require only about 1 sq. ft. of 
| space. They can be installed 
In Novafold, you have a top-quality | cabinets and through walls of an 
product that is guaranteed for one year by | thickness. Fully automatic—either | 
the manufacturer against defects. This unit | regular wall switch or pull cha 
folds into the smallest space possible, thus they use less than a 40-watt bulb 
increasing the uscable floor and wall space. Sin-Jin Products Co. Dept. AB 
. Novafold affords the latest design | 5236.40 Fairlawn Ave., Baltimore 15 
features — in a wide range of size and | Maryland. 
color combinations—at a price 25 to 50% 
less than for doors of comparable quality. | Circe Ne. 1230 om Readers’ Reply Card, p. 156 


tion anı 
wall 


Novafold is installed in 4 « 
In new construction no furring, trim 
or roughing is needed. There are no floor 
guides. With special track, Novafold is 
available for curved openings 

Colors: Beige, Dark Green, Chartreuse, 
Eggshell, Gray and Red " 

May we send you color samples and 
specification data suggesting many appli- 
cations of Novafold in the home? Please 


minutes. 


1 " * 


| 


| Fiberglas shower receptor 


| 


is 1-piece—joint free 


A Fiberglas shower receptor in 
sizes and 3 shapes is m ailable 
Advantages to builder: quick inst 
lation, saving him money, and 

| complaints from homeowners for leak 
or cracks says manufactur Ce 
receptor, which eliminate ip 
lead pan. is less than the 
average tile installed. Re 
non-skid base. shatter resistant 


Easy-grip handle. Soft, Plastic 
beading affords silent closing 
and tight fit — door-to-door and 
jomb-to-jamb 


price 


ptor 14 


face. i» easy to keep clean. Price 
TRENTON 3, N. 4. 32x32 Single Curh: $25 Dudk 
Corp. Dept. AB, Attn. K. I. Mar 
P. O. Box 143. Santa Clara, Calif 
| Civele No. 1231 en Readers Reply Cord, p. 156 
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WHY IS GO 


Because of their size and weight, concrete blocks require 
mortar with “body”, plasticity and water- taining capacity. 
Brixment meets all these requirements. It has the body 
necessary to support the weight of the unit and hold it up 
to the line. It has the plasticity necessary to prevent the 
mortar from falling off the long head joint, while the 
block is being placed in the wall. It has high water-retain- 
ing capacity, which gives the bricklayer more time to 
shift and adjust the block to its final position before the 
mortar stiffens. 


It is the combination of these characteristics that makes 
Brixment the leading masonry cement for concrete block 
as well as for brick. 


Louis ville Cement Company . . . Louisville 2, Kentucky 


DECEMBER 1955 


D MORTAR IMPORTANT? 


AMERICAN 


Uno E Your Guide to NEW PRODUCTS Information 


HARDWARE, HEATING AND BUILDING SPECIALTIES 


New foil-lined fibre ducts costs are reduced because up to 80 
percent of the time required for as 
sembling is eliminated when full 
length fibre ducts are used instead of 


seduce heating installation costs 


A lightweight foil-lined fibre duct has short lengths of metal, clay or con- 
heen developed which reduces heat- crete pipe. Fibre ducts can be cut to 
ing installation costs. The manufac exact size with a handsaw and stand 
turer says that its International fibre ard galvanized joints and fittings are 
duct work costs only half that of con- used for assembly. The foil-lined duct 
ventional materials. On installation are so light one man can handle a 


20-ft. length, yet strong enough t 
support over 200 lbs. per lineal 
Ducts are made of tightly wound | 
ers of fibre, laminated with waterproof 
glue. Outer layer is asphalt in 
nated, ends are paraffin-dipped. | 
lining is pure aluminum foil. Stan 
ard sizes: 4, 5.. 6 7 and 8 cl 
diameters and 12-, 14, 16-, 1f 
20-foot lengths. International Oil 
Burner Co., Dept. AB, Attn. Lo 
Heiman, Spring and Park Ave St 


HIGHER "Mec. | Louis 10, Mo. 
n calder 


TRACK 


Te anyone who con read a Widely acclaimed as the 
blueprint, Calder's exclusive easiest, fastest installing 
design indicates the way te sectional door on the 
faster, easier sales and higher market, Backed by exten 
profits. That's because Calder sive national advertising 
overhead sectional garage in consumer magozines 
doors feature the famous 
“Wedge Tight” action for built- 
in sales appeal to open and 
shut easier, fit tighter, lost 
longer. 


la tollow. | 


[2 

«and commercial doors in varied 
styles te meet all door prob- 
lems. And Calder's engineering STURDY 
department is always available 
to help you with special door ecc A new hardware design for al 
applications. — minum sliding glass door frame 
SOLD DIRECT TO DEALERS - announced by Frank B. Miller Mie 


WAREHOUSES IN: Lancaster, Pa.; Co. While maintaining the full grip 
Chicage, lil.; $t. Paul, Minn. feature, the new design also allow 


Aluminum sliding doorframes 
have new hardware design 


DER DOORS 


. — i J b ) 8 ce be tweer i 
uva. MAY BE ELECTRICALLY increased grip spa E 
i OPERATED BY REMOTE and vent jamb when vent ir i 
CONTROL position. The Miller lock stil 
been strengthened to permit greater 
door heights, thus giving more lat 


: tude in design and installati 
KEYSTONE 


k B. N Mig. Co. Dept. Al 
— — S216 Valhalla — Cali 
calder MANUFACTURING CO. 3216 Valhalla Drive lurbank | 
LANCASTER 2, PA. Circle Me. 1233 en Seeders’ Reply Card, p. 156 
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CLAY DP HEATING DUCTS 


offer you 


Every time you use Clay 
Pipe Heating Ducts, you're giving the 


home buyer real value, as well as protecting 
your own reputation for modern, sound, last- 
ing work. Clay Pipe is permanent—it's sure to 
last as long as the house itself. And it offers 


oll these additional advantages... 


LOWER COST 


Clay Pipe Heating Ducts save installation 
time and cost because they require no an- 
choring and do not have to be completely 
encased in concrete. Clay Pipe can't “float” 
when the conerete is poured—and only one 
pouring is needed. Clay Pipe Ducts save 
the home buyer money, too, by reducing 
his heating costs 20 to 30 percent! 


EASIER INSTALLATION 


Clay Pipe holds its shape when concrete is 
poured over it. Other duct material may 
squash-out under the weight of the slab. 
And while work is in progress, all the Clay 
Pipe needed is readily available to elimin- 
ate costly delay. The lengths are easy to 
handle, and a complete line of fittings per- 
mits a workmanlike job. 


TROUBLE-FREE SERVICE 


Properly installed, Clay Pipe Heating Ducts 
require no maintenance, They can't rust 
and are completely unaffected by tempera- 
ture, humidity, or corrosive action of lime 
in the conerete slab. There's never an 
danger of having to tear up concrete sla 
floors to make expensive repairs. 


CLEAN, COM? (st TABLE HEATING 


Clay Pipe Heating Ducts offer more selling 
features to present to prospects. Clay Pipe 
is dust-free and odorless . . . homes stay 
cleaner and more comfortable, It carries 
warm air through the concrete floor slab 
to the registers, combining all the advan- 
tages of radiant and circulating heat. 


Mite for information on the design and instal- 


lation of Clay Pipe Heating Ducts. 


NATIONAL CLAY PIPE MANUFACTURERS, INC, 
1520 18th St. N. W., Washington 6, D. C. 


311 High Long Bidg., 5 E. Long St., Columbus 15, Ohio 
703 Ninth & Hill Bidg., Los Angeles 15, Calif. 
100 N. LaSalle St., Rm. 2100, Chicago 2, Ill. 

206 Connally Bidg., Atlanta 3, Ga. 
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New Homes by Cincinnati's Raeburn Construction Co. feature 
Inset: Alfo! in typical wall installation 


“Alfol gives the most effective job... 
in the least man-hours of installation!" ^ 


low roofs, no attic 


Pacing the Cincinnati 
market for better homes, 
Raeburn Construction 
Co. specializes in low 
slung, modern designs 

low roofed and attic 
less. Quality built 
throughout, Raeburn 
homes are insulated with Borg-Warner's 
Alfol Reflective Insulation 

‘For the type of homes we build.’ 
writes owner Stuart L. Faber, "we 
wanted the best in winter insulation 
along with a super-efficient summer 
insulation that cools quickly in the 
evening. won't give off heat all night 
Reflective insulation was the only 
logical choice 


Efficiency the prime factor 


"And in 10 years experience with 
various reflective makes, we have 
found that Alfol gives the neatest 
most effective job in the least man- 
hours of installation! 

Naturally, Mr. Faber also welcomes 
the initial savings provided by Alfol 
and the handling ease made possible 
by its remarkable compactness. But 
the primary factor was efficiency: Our 
Alfol choice has already been justi 
fied," writes Mr. Faber, “by the com 
menis of our new owners.’ 

Patented, the Alfol blanket consists 


ALUMINUM FOIL INSULATION 
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Bölibk NEW PRODUCTS | 
| DOORS, WINDOWS, 
| FLOORS, ROOFS 


| Fiberglas-reinforced daylighting 
panels are fireproof 


Molded of Fibe rgl | Hetron 
Fire-Snuf panel irt If-extii 
| guishing ind will not Ipport ci 
Shatterproof panel i 
| molded in flat sheets and in all stand 
of multiple aluminum foil sheets that us building — UA. ga 
space themselves automatically on ap- VP fou and widths up to 4 
plication, reflect 95% of all radiant | '™ hes. Available in pale gre 
heat. A tough duplex and kraft back: and semi clea : i 
ing is built in to offer full application | "riter Labora I 
support, provide a positive vapor Underwri laie 
barrier price: $1.31 per sq. ft. Resolite Cory 
Clean and non-irritating, Alfol takes | Per! AB. Attn. J. F. Patruf, Zel 
the “itch” out of insulation. And its | *nople. Penn. 
unique compactness (500 sq. ft. to the | Cicie Ne, 1234 en Readers’ Reply Card, p. 156 


roll) minimizes handling and storage 
expense. Thats why Alfol usually 
costs leas. Your dollar buys less labor, 
leas "overhead' . more and better 


insulation 


(1) krofi-duplex. | 
backing 
(2) foil leyers 
G ) reflective 
oir spaces 


| Now you can lay carpeting 
| like floor tile! 


“tile” of "Pre-lay." a 
prefabricated combination of ITI. 


A four-bv-four 

Send today fer free 
copy of new ALOL 
DATA BOOK which tells 
oll about this growing 
favorite in insulation 
Leora how Alfol odds o 
plus value to your homes 
%% money tool No 


tional carpet. a latex underl 


ment and a base course of M 


toarn 


le npered Presdwood in be 
lirectly to subfloorin The it til 


| have wear-expectani greate 1 


applies 


obligation. carpet without latex backing 
ing to the producer. Luxor Pro 
An overhang of the foar t 
REFLECTAL CORPORATION and ar pet produc t D 
A subsidiary of Borg-Warner Corp bute Th — A powAype n - 
used. wir heads ai ealed 
"n CRAG es. Qus eass | der the latex. Variou lor id 
| types of carpeting ivailable. M 
onite Corp., Dept. AB. II Wie 
| Washington St.. Ch g > III 
Cirio Ne. 1225 on Readers’ dee Card, p 
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Sell Air-Sweet Rooms 


for Health 
and Comfort 


KITCHEN 


Big 9-inch and 


11-inch sizes 
BATHROOM ` 


New THERMADOR 
Ventilating Fans 


For the newest, 
most efficient soluticn to 
the problem of ventilation 
for home or office, specify 
guaranteed Thermador 
Ventilating Fans... 
inexpensive ...easy to 
install and clean... quiet 

. take less current than the average electric 
light bulb. They replace smoke, steam, stale air 
and odors with clean, fresh air that’s good to 
breathe and enjoy. For both wall and ceiling 
installation. When building or remodeling, the 
ventilation answer is Thermador 


OFFICE 


(Standard accessories available for 9” model 
reducer; elbow; flush wall cap: automatic wall 
hood ) 


Satisfaction guaranteed! For descriptive 
literature and prices, write Dept. AB1255. 


THERMADOR 


ELECTRICAL MANUFACTURING COMPANY 


A Division ef Morris-Thermoder Corporation 
5119 District Boulevard, Los Angeles 22, California 
E 


10448 
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New! & terlinq. 
sliding door locks... 


for assing doors 
or by-passing d 
The first sliding door lock for by- 
passing doors. Now closets can be 
locked and contents kept secure 
from pilferage. Designed on a revo- 
lutionary new principle. One half 
turn of key raises tongue to locked 
position or returns it to unlocked 
position. Cylinder is geared to 
tongue and action is positive. Simple 


to install—bore one hole. Fits 34^ 
to 134" doors. 


Sterling 


HAROWARE 


e - PN D. 
— 

a a 
for pocket doors 
A new type of lock for bathroom or 
bedroom doors, Privacy is assured 
by turning locking button on inside 
Emergency button on outside per- 
mits unlocking with screw driver or 


coin. Neat, simple installation. Fits 
1%” or 134" doors 


Saif TIN 


STERLING HARDWARE MFG. CO. 
Chicago 18, Illinois 


SEE OUR CATALOG IN $WEET'$. 
Architectural File © Light Construction File 


VISIT OUR DISPLAYS: Architects Samples Corporation, N.Y.C, 


-— -Á — 


The Sherman Front End Loader 


Gives You "REACH YOU CAN USE!” 


The “secret” is proper location of the lift frame pivot point. Sherman 
keeps the bucket in close at grade level for better maneuverability 
and traction. . yet extends it to maximum distance from the tractor 
at loading and intermediate heights for extra loading reach. 

This Sherman design feature gives you more usable reach than 
any comparable machine! It gives you loading height. . . a full 10'10*. 
And it loads to the front end of an 8' truck body from the rear. This 
practical combination of maximum useful loading height plus maxi- 
mum useful loading reach is further combined with a "balanced 
design" for the utmost in operating stability. 

Sherman's husky main frame transmits loads to the tractor rear 
axle, giving greater traction and performance. Twin heavy duty tilt 
cylinders. crowd buckets or attachments right in to do a real job 
on excavating, loading, bulldozing and a score of other jobs. All wear 
parts are heavy duty . . . designed to stand up longer with minimum 
maintenance. Two models are available . . . up to 2500 pounds bucket 
capacity, 4500 pounds breakaway capacity. 

The Sherman Front End Loader is economical, «.sily installed, 
safe and easy to operate . . . sold and serviced by your local Ford 
Tractor dealer. Ask him for an on-the-job demonstration today . . . 
or write for Bulletin No. 717 


Sherman Producti, imc. by 


Al OAK, MICHIGAN 


o FRONT 5 LOADERS” o FORE LIFTS 
* " 
215 


„ Minn. 


*itaonuíactured Exchsievely for 


debman Hydraulic Equipment Co, | erence to other aggregate: 


* 
(D 1955, Sherman Products, ine. 


Buiibt 


DOORS, WINDOWS, 
FLOORS, ROOFS 


t 


Fabric on new folding door is 
made of unbreakable piastic 


@ A new type of folding door called 
Plastik-fold" is made of a virtually 
unbreakable flexo-rigid plastic mate 
rial made by Dow Chemical Co. There 
is said to be no surface coating to 
chip or peel and it requires no paint 
ing and can be damp cloth cleaned 
The door is made of interlocking fold 
ing panels and comes complete and 
read to install with extruded Humi 
num track, cornice panels, crystal 
grip handles. Retail price: $9.95 for 
6-foot 8-inch high by 2 foot wide door 
Reverso Products Co., Dept. AB, 1333 
| Thirty-Ninth St., Brooklyn 18, N. Y 
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Crystalite white roofing 
aggregate 
Crystalite makes possible an attrac- 
tive white built-up roof with high re 
flective properties. Buildings are said 
to maintain temperatures 8 to 10 de 
grees lower when this is used in pref 
Crystalite 

is a dustfree, hard, non-porous marble 

limestone, sized to meet bonded spec 
| fications. It is available in 100 lb 
| paper bags or in bulk in cars or 
| trucks. List price: $4.00 per ton bulk, 


AMERICAN BUILDER 


$6.25 per ton bagged f.o.b. factory. | 
Black White Limestone Co. Dept. 
AB, Attn. Black, Front and 8th Sts., 
Quincy. III 
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Mew aluminum roofing 
eliminates side laps 


Corrugated aluminum roofing which 
unrolis across the roof in a single 
sheet and covers full length of roof 
is now available. QSM corrugated alu 

minimum comes in 28” and 48” widths 
in three gauge 019 023" and 
032 nd in 50. and 100. foot stand- 

ard length rolls. Two finishes are 
available: Mill Finish and Embos sed. | 
Two sizes of corrugations are avail-| 
able i. 114" and 214". Quaker State | 
Metals Co., Dept. AB, Manheim Pike, | 


Lancaster, Pa 


se This Actual Job Story for an 
Excavating Equipment Check List! 


This one water line job demonstrates a combination of features that 
only the Sherman Power Digger offers every operator of excavating 
and trenching equipment. 

Check this performance: (1) The machine has under-dug the curb 
without damage to the curb or sidewalk. (2) It has trenched through 
rocks and roots. (3) It is digging a bellhole in the street. (4) The exca- 
vation is 9 feet deep. (5) The tractor-mounted digger has operated over 
the curb, sidewalk and street without damage to paving. 

And the Sherman Power Digger offers even more advantages to the 
operator who wants the savings of mechanized excavating. It's practical 
even on the smallest jobs, since it releases heavier equipment for bigger 
jobs . . yet it digs at a fraction of the time and cost of manual — 

The machine digs as deep as 10 feet below ground . . . in mud, 
hardpan, shale, oiled roads, — and stony ground. Initial cost is 
surprisingly low, maintenance simple and inexpensive. Ask your Ford 
Tractor Dealer for an on-the-job demonstration, or write us now 
for Bulletin No. 721. 


Introduce "Ano-Tilt" 3-channel 
anodized tilt-in window 


“Ano-Tilt” is a new 3-channel tilt-in 
window combining fingertip swivel | ‘Designed, ingincered ond 
action with Alcoa's new ‘Alumiliting e Jointly by 
process. The new Ano- Till“ is pre 
cision engineered of an advanced de 


sign n tilt extrusions to minimize i PRO v T 


rattle usually found in tilt-in win- ROYAL 9A, ! 


- 
. Potent Me, 2-303-834 
dows. Excelum Aluminum Products, Other Potent Pending 


De pt AB New Hyde Park L I 
Circle Me. 1239 en Readers’ Reply Card, p. 156 
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Offer your buyers a 
& 9 ," - ` 9 — 


Ha 


FOLLANSBEE < 
TERNE 


The most important structural feature of your homes 


is the roof—because it's the roof that provides shelter which is 
the primary function of a house. 


You can make the roof the most important SALES FEATURE 
of your homes too if you point this fact out to your buyers and 
provide a lifetime FOLLANSBEE TERNE roof 

And in addition to its permanence, a terne roof offers them 
modern design features, greater reflectivity, color and safety from 
fire and, properly grounded, from lightning. 

Remember too, a terne roof weighs 
only about 70 pounds per square, giving 
you the opportunity to save on the 
sub-structure. 

Ask your sheet metal contractor 
about terne roofs. He'll tell you that a 
terne roof is a roof you can really sell 
Terne is tops for gutter, conductor, 
valleys and flashing too. n 


1956 


FOLLANSBEE 


STEEL CORPORATION 


re ee 


Sales Offices in Principal Cities 


SATTE NEW PRODUCTS 


| DOORS, WINDOWS, 
FLOORS, ROOFS 


Vinyl tile steps out with 
inlaid polka-dot color 


| Polka-dots are inlaid in a n 

tile made of Bakelite vinyl resins witl 
6 decorator colors forming pattern 
| that do not rub off. Robbins F 
Products, Inc., Tuscumbia, Ala., pro 
duces Polkatile“ floor tile by stamy 
ing coin-shaped disks from a tile 
one color, then filling the holes wit 
disks cut from tile of other olors 
The inlaid disks fit tightly into th« 
tile and are held securely in plac: 
by the same adhesive cement used 
install the tile. Polkatiles are 12-incl 
| squares about - inch thick. Available 
now from dealers in decorator sup 
| plies. Retail price of raw tile: about 
| $1.65 per sq. ft. Rohbins Floor Pro: 
| ucts, Inc., Dept. AB, Attn. Vale: 
| Blake, 535 5th Ave., New York, N. Y 
cui. Ne. 1240 en Readers’ Reply Cord, p. 156 


| Rotary-cut cherry doors 
| Anish quickly, easily 


The Mengel Company now has a ful 
line of solid-core and  hollow-c« 
flush doors available for sale in 1 
| tary-cut. face veneers of Gold Coa 
| Cherry. The close texture of t! ne 
wood requires no stain or filler 
this makes it extremely easy to finisl 
One or two coats of brushing lacquer 
{is all that is needed to achieve soft 
warm natural finish. Fully guarantee 
Mengel Rotary-cut Gold Coast Cher:r 
Flush Doors are said to be lower 
price than birch or other domest 
woods. Door Department, The Me: 
gel Company. Dept. AB, I vill 
1. Ky 


pne Ne. 1241 en Readers Reply Cord, p. 156 
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MOULTILE asphalt tile. 7 
Reinforced with plastic. 


* MOULFLEX vinyl plastic tile. In low cost 


standard gauge. 


“CONCRETE 
JUBILEE asphalt tile. Striking dots of color styling. 

ra F (} R M , N K 
rr I up to 50% on LABOR 


FLOORING 


since 1929 Á 
& 


a me Ava. 


s Now Serving 
— PLUS: Bot! 325 | many leading 
nsulation E 
[ Boxes, and Bundles... CONTRACTORS 
un rom truck to roof i 
—— m and BUILDERS 
U. $., Canada and cm 
€ Can be operated by one man pol — u 
* Releases manpower for other on-the-job work E 72.1 27 


e Balanced and Portable 
„ Accommodates 8 ft. extensions ett 
€ Continuous flow forward and reverse 
SAM | Write — Phone fer kee 
eddies! information CONCRETE. FORMING n 
P. O. Bex 270, Dept. AB- 12 | on 
U ey CO. Loo's Summit, Missouri 15160 W. 4 Miu 2 , — 35, MICH. 


DECEMBER 19585 143 


! J 
HIGH VELOCITY 
NON-RECOIL 


DRIVE 


AILERS 


AIR 


spots 
FIRE LONG FASTENERS 


INTO HARDEST WOODS 
with 100 P.S.I. or less 


All the heavy duty fastening jobs se 
ably performed for years by manvally 
operated Spotneilers now con also be 
done with the super speed and con 
venience of ais 


The new Models PEL and PHL Spol- 
nellers ere beoutifully balanced tools 
which may be operated at arm's length 
because no effort is required except to 
position the gun ond operete the trig 
ger—asionishing to those accustomed to 
using eir gums thet must be held tightly 
te the werk, 1) opene up greet new 
opportunities for cost saving fastening. 


See your local Spetnall Mon 
His experience can help yeu 


* MIGH VELOCITY 
NO-BOUNCE ACTION 

* LOW HANDLE— 
EXCELLENT BALANCE 

* LIGHT WEIGHT— 
REDUCES FATIGUE 

* DRIVES 16 or 18 GAUGE 
1- 3/16" LONG FASTENERS 

* LARGER, INSTANT-LOAD 
MAGAINE WOLDS 200 FASTENERS 

te COUNTER SINKING TO 
SUIT — GLIDE PLATES 


Meet welling jobs can be done moro 
PROPFITABAY with Spotmoilers 


Write for complete 
infermetion 
Spetnails, ine. 
Evenston 6, Il. 


SJ NAILS, ‘al 


| ETT] NEw Propucts | 


E 


TOOLS AND TRUCKS 


All-engle drill solves 
difficult drilling problems 


This drill's chuck and handle are ad 
| justable to various angles, making it 
possible for the drill to ussume prac 
| tically any position and angle. The 
| O-in ipacity chuck swing: 
in a 270-degree arc, has a spring lock 
that enable athe user to « hange ingles 
| with flip of thumb. Handle turns in 
180-degree right angles to 
| chuck movement, and is held in its 
| several  positior by adjusting 
crew, Storage space is provided in 
| hollow handle for large a 
regular and high-speed 
price: $4.95, Available th 
| ware wholesaler 
| Tool Dept 
Graves Box 

Oregon 


to Ain 


irc at 


an 


ortment of 
drill Liat 
igh hard 
and dealers, P & C 
AB Attn Hale 


3926, Portland 22, 


Co 


P.O, 
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| Portable electric hack saw 


A new heavy-duty 
| able electric hack 
| making straight 


self-powered, port- 

aw, designed for 
ircular and random 
This 


» in 


cuts i$ now av tilable self-con 


tained unit 
and weighs 6*4 Ibs 


measures 15 
permitting it to 
be used in close quarters. High-speed 
reciprocating action of hack saw pro- 
vides burr-free edge Kevy-Hak Div 
Producer and Distributors, Inc., 
Dept AB, Attn A. E Wilcox, 1321 
Hanover Ave., Allentown, Pa 


Chee No. 1243 en Reeders’ Reply Cord, p. 136 


| y Nixie the 
porcupine 
says: 


° THINK! 


are you... 


Through fooling around with experi 
mental gadgets and temporary 
methods of bird control 


Wishing you could stop paying waste- 
ful bills to clean up the mess caused by 
pigeons and other obnoxious birds? 


Tired of throwing away profit for un- 
necessary maintenance of your building ? 
Ready to rid your building of birds? 


then you... 


are ready to install the recognized and 
proven bird repellent: 


Fuad 


It is the durable nickel and chro- 

mium spring tempered rustproof & 
stainless steel bird repellent chat 2 
is fabricated under , 
the most precise | 
and exacting engi- 
neering controls. SIDE VIEW 


write for 32 page illustrated 
Know How Man 


NIXALITE COMPANY OF AMERICA 
115-119 W. 3rd Street, Davenport, lowe, U.S.A. 


| Zo Textolite 


Counter and Wall Surfacing 


aste. 


> 


gutaase 


1444 


G-E TEXTOLITE PLASTIC SURFACING 


FOR L7 COUNTERS AND) — WALLS 
I$ NOW AVAILABLE IN over 70 
EXCITING PATTERNS Q* ~ AND 
BEAUTIFUL «€ PEACOCK COLORS! 


G-E TEXTOLITE RESISTS HEAT 
* 
STAINS "SAND SCRATCHES 
WRITE US TODAY FOR MORE 


INFORMATION AND COLORFUL 


over all 


PATTERN CATALOGUE. «sz 


GENERAL 
DEPT 


ELECTRIC € 
LOM £ 


O 


BOX 5911 


( I A 


GENERAL 


IND |. OHIO 


ELECTRIC 
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Protect power tools and equipment, lum- 
ber, millwork, with VISQUEEN. 


Use VISQUEEN film as a moisture barrier 
to keep water out of stud walls. No paint 
peeling or rot 


floo from lifting or warping, protect 
household possessions, family health, with 
VISQUEEN film 


look for this name on the selvage! 


€ 


NLM 


For names of distributors near you, clip 
coupon, attach to your letterhead and mail 
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— Gallons of water condense on joists and flooring annually from unpro- 


tected crawl spe Keep it out permanently with VISQUEEN film. 


Banish water woes 
with VISQUEEN film 


Dollar for dollar, nothing does as good a job of keep- 
ing moisture and water under control as light, tough 
VISQUEEN film. It’s the best permanent moisture 
barrier and waterproofing membrane under concrete 
slabs, around foundations or in crawl spaces, Prevents 
rot and musty odors. Keeps floors from warping 
Lasts as long as the building. 

Use VISQUEEN film as a temporary covering, too. 
It protects power tools and equipment, millwork, 
lumber, any material subject to moisture damage 
or soilage on the job. Use it again and again to cover 
uncompleted work, to close openings, to protect 
prefinished floors, Use it as a tent over an entire 
structure to keep out weather, speed winter work 

A roll containing 2000 square feet of vISQUEEN 
film 4 mils thick weighs less than 40 pounds. 


Now, you can get visauetn in widths to 32 feet. 


important! VisQqUEEN film is all polyethylene, but not all 
polyethylene in VISQUEEN. Only VISQUEEN has the benefit of 
research and resources of the VISKING Corporation. 


VéQum n * product of 


THE VISKING CORPORATION, Box 48-12-1410 
Plastics Division, Terre Haute, Indiana 

World's lorgest producers cl polyethylene sheeting ond tubing 

in Canada: VISKING Limited * Lindsey, Ontario 

In Englend: British VISQUEEN Limited * Stevenage 


Nome... 
Tile... 
Products 
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Protect Your iW A Tg en eres 
Faint Jobs with m. 
ARKANSAS d 
SOFT PINE SIDING "^ 


it wont Bleed Th rough 


TOOLS AND TRUCKS 


| 
| 


95° tilting action level 


A new, low-cost optical builders’ tilt 
ing level has been added to the line 
| of builders’ instruments manufactured 
| by C. L. Berger & Sons. In additio: 
to its use as a level, the instrument 
has a 95° tilting action for vertical 
alignment—an important feature nor 
mally avaílable only in higher priced 
instruments. The level is made of 
cast aluminum alloy with a 10-power 


d : | 7 erecting telescope which views the 
Arkansas Soft Pine is free from pitch. : image right side up. Can be used 


There's nothing in the wood to bleed without tripod where necessary. Pric: 
through. $49.50 FOB which includes white as! 


7 * A Natural p" 4 l tripod, plumb bob, hardwood carry 


ing case and instruction manual 
Priming penetrates the resin-free soft tra E 1 C. L. Berger and Sons, Inc., Dep: 


texture of Arkansas Soft Pine, becom i 4 AB, Attn. H. Bean, 47 William 
ing integral with the wood's fiber. t 2 Street. Roxbury 10. Mass 

Finishing coats thus are brushed on ; 

and worked into the wood itself, not 3 ae Circle Mo. 1244 on Readers’ Reply Card, p. 156 
merely carried on the surface of the 

primer. This advantage minimizes 

paint checking or scaling 


Freedom from pitch spells soft texture 
that nails without splitting, even 
miters at all joints, no unsightly cracks, 
cornice mouldings that stay put, which 
edd up to maximum protection of 
paint 
Arkansas Soft Pine is available at lum- 
ber dealers east of the Rockies in 
standard patterns of drop, bevel and 
colonial siding; vertical boards and 
battens, along with dimension, sheath- 
ing and finish of the same superior soft 
ali on : * Concrete vibrator 
or data on how to specify, illustrat WE agent PANES m " * i 
grades, painting instructions, etc., ask ia Gnd, "ir mA The Mall Model 8GV 21 concrete 
for your copy of this complete Hand- heckim vibrator has a powerful gasoline er 
book for Builders. gine, mounted on a 360-degree swivel 
base for handling ease, can be picked 


ARKAN pS AS — Gb vM 


only 38 pounds and can be used, with 

attachments, for surfacing, sanding, 

oft a MME wire-brushing, grinding. grouting 
B pumping. Price of vibrator only with 

B U R EA U 1 2 h. p., 4cycle, single ylinder gaso- 
line engine: $190. We. rubbing at 

TEE tachment: $113.25. Sump pump at- 

1155 Boyle Building tachment: $45. Complete: $348.25 
m ip heut eslililng Mall Tool Company, Dept. AB, 7725 

E ROCK, ARKANSAS dinge stay 5 L South Chicago Ave., Chicago 19, Ill. 
1; — — ~ Circle Mo. 1348 en Readers’ Reply Cord, p. 156 
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THE HERMAN NELSON "THRIFTY. 


For Home Builders * Plasterers * Bricklayers * Carpenters * Plumbers 


Never before a Herman Nelson Portable Heater 
at this low price! The “Thrifty” is especially 
designed for smaller building jobs—framing, 
plastering, plumbing, masonry work. It offers 
outstanding economy — with low first cost, low 
operating cost. It may be used indoors or out, 
and canvas ducts may be used to spot heat 
where wanted. “Sealed flame" indirect firing in- 
sures complete safety and dependability. Fewer 
moving parts insure longer, trouble-free service. 


HERMAN NELSON 
Best Known Name in 
PORTABLE AIR HEATERS 


AMERICAN AIR FILTER CO., INC 
MOLINE, ILLINOIS 


A 


Ask about the complete Mz 


DE LUXE MODEL UTILITY MODEL 

Oil fired. Electric motor pow. interchangeable power plants 
ered. 280-450,000 BTU co —gasoline engine or electric 
pacity. Completely cvtomatic motor. Gasoline er oil fired, 
Operation. 75-425,000 BTU capacity. 
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The “Thrifty” operates continuously for 18 
hours maximum without re-fueling. Oil-fired, it 
uses only 0.7 to 1.25 gallons of fuel per hour, 
Safety controls protect against overheating— 
flame failure— motor failure. Heat output can 
be regulated. Electric motor powered. Capacity 
50,000 to 170,000 BTU per hour. No other unit 
at or near its price can match the performance 
and safety of the new Herman Nelson “Thrifty” 
Portable Air Heater! 


MAIL COUPON FOR FREE LITERATURE 


HERMAN NELSON PORTABLE PRODUCTS 
American Al: Filter Company, inc 
Dept. 57, MOLINE, ILLINOIS 


Please rush complete literature on portable heaters. Also send 


me your monthly Weether Forecast Chart, at no cost or obliga- 
fion fo me 


NAME 
COMPANY — 


ADDRESS — 


city Zone ——— STATE 


P ——— P !— 


————————————————————SÓBÓÁáÀ | 
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‘CATALOGS 


WOOD WINDOWS WOMEN 
WANT—A new &page booklet No 
EZ-856 is now available describin; 
Woodco Awning Windows. The book 
let describes the manufacturer's lin- 
of Woodco E-Zee Loc Wood awning 
window units and awning picture 
window units, Woodco Corp. Dept 
AB, 3323 Paterson Plank Road, North 
Bergen, N. J 
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HUBER PACKAGED HOMES-A 
new 6-page folder for builders, archi 
tects, realtors, and developers has jus 
been issued. Principal subject of th« 
folder is series of ]1 photographs 
showing basic construction stages 
used by development builders in erect 
ing a Huber Packaged Home. Other 
illustrations show interior views, ele 
vations, and floor plans. Detail 
brick home "package" are also i: 
cluded. H. C. Huber Construction ( 
Inc., Huber Homes Div., Dept. AB 
631 East Stroop Road, Dayton 9, Ohio 


Circle Mo. 1247 on Beaders’ Roply Cord, p. 156 


A THERMOSTAT IN EVERY 
ROOM-Two illustrated booklets de 
scribe self-modulating zone centi 
heating systems ideal for building 
of every type and size. Shows advan 
tages of small and compact easy-to 
install units, that operate simply with 
minimum maintenance and high efh 
ciency. Units available in three sizes 
Iron Fireman Manufacturing Co 
Dept. AB, Cleveland 11, Ohic 


Circle Me. 1248 en Readers’ Reply Cord, p. 156 


DEMOUNTABLE DECORATIONS 
FOR GARAGE DOORS—A new edi 
tion of “Rosette has been announced 
by manufacturers of rigid and se 
tional overhead garage doors. The new 
edition features designs of rosette 


demountable decorations for applica 


tion to the panels of garage door 
Frantz Míg. Co., Dept. AB, Sterlin 
Illinoi 


Civele No. 1249 on Beaders’ Reply Cord, p. 156 


REINFORCED PLASTIC—A new 
20-page reference manual describe 

the advantages, applications and pr 

cedures for using “Scotchply” rein 
forced plastic. It contains 62 illustra 
tions showing possible application 
for the product in various industrial 
field plus such procedures as ma 
chining and handling, molding, sand 
ing. ete Detailed instructior re also 
given for molding and handling th 
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material *Scotchply' Reinforced | 
Plastic Div., Minnesota Mining and 

Mfg. Co., DepZt. AB, Attn. Gene K 

Jordan, 900 Fauquier Ave., St. Paul 

6. Minn 


Circle No. 1250 en Readers’ Reply Cord, p. 156 | 


HEAT CONTROL -Owens-Corning | 
Fiberglas Corp. has published a 20. 
page booklet illustrating and describ 


ing home design principles for maxi | s INSIST 


mur at control, in summer and 


winter. Entitled “Insulation Design 9 OM THIS 


ſor the Air Conditioned Home, many 


helpful suggestions are offered includ- GRADE 
ing 23 illustrations, 16 sketches and 
| TRADEMARK 


nine charts. Owens-Corning Fibergla: 
Corp., Dept. AB, Toledo 1, Ohí 


Circle Ne, 1251 en Readers’ Reply Card, p. 156 


"HOMES OF PERMANENCE AND 
BEAUTY" is an &page brochure il- 
lustrating the application of glulam 
member to the post-plank-beam 


structural system of residential con 
GENUINE 


stru n. Featured homes also illu 


m an oo? 
trat heavy timber decking in DOUGLAS FIR PLYWOOD 


place of conventional arrangement of 

sheathing plus insulation plus ceiling PLY CORD 
finish. The booklet also shows floor 

plan ' itl structural Ti heme and INTERIOR TYPE CRADE C-D 
photos of interiors and exteriors of 


eight different home Timber Struc SHEATHING 
tures, I Dept. AB, P.O. Box 3782 


Portland Oregon 


Ciecle Ne. 1252 en Readers’ Reply Cord, p. 156 


LINE AND SURFACE LEVELS 
BULLETIN—Columbian Vise & Man 
ufacturing Company offers a new cata 
log page describing Aluminum, Line 
and Surface Pocket and Torpedo 
Level Illustrated with numerous 
hotos. the wv bullet n out 
important feature of 9 levels 
rice data, dimensions and shig 
formation. Ask for Form LI 
| The Columbian Vise and Manu 
facturing Co., Dept. AB, Cleveland 4 
Ohie 


Circie No 253 en Readers’ Reply Card, p. 156 


ARCHITECTURAI ALUMINUM 
DATA-The Aluminum Company of 
America has released two easy-to 
ead, illustrated instruction booklet: 
whi lescribe “Care During Con 
sfructior ind “Cleaning and Mainte 
Xf Alcoa Architectural Alumi- 
Both books list brand names of | 
produc ised for the care of alumi 
num. Aluminum Co. of America, Dept 
A.B 1501 Alcoa Building, Pitts- 
burgh 19, Pa 


Cirio Mo. 1254 en Reeders’ dee Card, p. 156 


Mew de yew de it better? We'd 
like to know. See p. 172 
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Save Time: Save Money 


Hang Doors 3 Times Faster 


with McKINNEY 
NON-MORTISE HINGES 


Here's a practical and proved non-mortise hinge you can depend on to make door 


hanging easier, faster and more economical—and give complete satisfaction 


8 BIG QUALITY FEATURES 


1, Heavy 4" shoulder... means extra supporting strength. 


2. E-Z-Out Pin... it comes out with a flick of the screw driver 
,., Bt the top—for easy application. 


—" $, Non-rising pin... pin stays in place... where you want it 
when door is hung. 


4. Heavy gauge... not lightweight... made to carry a door 
I thick. 


§. Staggered screw hoies...regular drilling... won't split 
wood doors. 


. No special tools required... screw driver does the whole job. 


7. No mortising ... hang doors quicker. .. 3 times faster. And 
if door must later be removed —neither door nor jamb is 
permanentiy marred. 


6, Seif aligning ... easy to use... . no measuring or cutting. 


Available in the popular 34 inch size...in your choice of three finishes 
« dull brass plated bright nickel plated and bonderized prime coated. 
Order now trom your Building Supply Dealer or Hardware 
Dealer —or write for folder giving detailed information. 
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REFLECTIVE INSULATION AND 
MOISTURE BARRIERS—A 

pamphlet on reflective insulation 
moisture barrier applications is now 
available, including photographs and 
diagrammatic sketches illustrating in 
| stallation of Lumaskin in walls 

| ceilings and under floors for cutting 
| heat loss and minimizing between-wall 
| moisture penetration. Angier Corp 

| Dept. AB, Framingham, Mass 

| Circle Me. 1255 on Reeders’ Reply Cord, p. 156 


A WINDOW TO THE SKY-Th« 
Wascolite Airdome is called by it 
| manufacturers "a window to the sk 
because it provides daylighting plu 
| ventilation from above. A new illu: 
| trated folder on the Wascolite Air 
dome and Wascolite Hatchway 
available by writing to Wasco Prod 
vets, Inc., Dept. AB, 93P Fawcett St 
Cambridge 38, Mass 

Civele No. 1256 e» Reeders’ Reply Cord, p. 156 


DESTRUCTIVE MOISTURE PRO 
TECTION—A descriptive folder 
“Sealtight Premolded Membrane 

tells how to protect new home cor 

struction from destructive moistur 
with the help of photos and illustra 
tions, W. R. Meadows, Inc., Dept 
AB, 2 Kimball St., Elgin, III. 

Circle Mo. 1257 on Beaders’ Reply Cord, p. 156 


"CABINETS FOR BUILT-IN 
EQUIPMENT"-—is the name of a new 
illustrated six-page catalog describing 
a wide range ol manufac 
| tured for use with any of the gas and 


new 
and 


on 


cabinets 


electric built-in ovens, ranges, and re 
| trigerators 
| of built-in will be produced by manu 
facturer. Beautycraft Kitchens, Div 
| Miller Metal Products, Inc., Dep 
AB, 2215 Russell St., Baltimore 30 
Md. 

Cirie No. 1258 on Reeders’ Reply Card, p. 156 


| THE SAFE DRIVE TOOL -Con 

| plete line of Hilti drive tools de 
| scribed and illustrated in four page 
| bulletin. Complete instructions on how 
| to use this tool that is 10 times faster 
than conventional methods are in 
cluded. Hilti Rapid Fastening Sy 

| tems, Inc., Dept. AB 55 Van Dam 
Street, New York 13, N.Y 

Circle Me. 1259 on Reeders’ Reply Cord, p. 156 


NEW IDEAS IN TILE—“New Ideas 
in Tile" is a new booklet designed to 
provide ideas and show the most up 
to-date types of ceramic tile treat 
ments that can be incorporated into 
homes of all sizes. American-Olean 
Tile Co., Dept. AB, 1000 Cannon 
Ave., Lansdale, Penna. 

Circle No. 1260 en Reeders’ Reply Card, p. 156 


AMERICAN BUILDER 


A cabinet for every type 


Use economical LUSTRACRYSTAL 
for large openings 


You can use plenty of glass and still keep your LUSTRACRYSTAL in place of !4'' plate glass. 
costs down by glazing your homes with LUSTRACRYSTAL is a sheet glass of 
LUSTRACRYSTAL. extraordinary flatness, clarity and brilliance. 

LUSTRACRYSTAL serves ideally for large In your next home, add glass—add beauty 
openings and builders have found that they can and still keep costs in line by using American’s 
realize considerable savings when they use 1” LUSTRACRYSTAL. 


AMERICAN 


WINDOW ANY 


Speciclists in the manufacture of sheet gloss since 1899. 
9 West Park Way * Pittsburgh, Pa. 
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is B ways better 


than any other type multi-outlet system 


mold 


Here Plugmold provides outlets under a window wall. 


PROVED on thousands of installations! 


1 fasiest to Install. Plugmold race- 
* ways can be attached to any sur 
face, V5" knockouts located on 
quum 8" centers permit 
the strip to feed anywhere along 

its. length. 


2 Fastest to Install. Snapicoil ready- 
* wired receptacles snap into Plug- 
mold raceway cover, provide a 
fast, quality installation in a con- 
tinuous run 


3 Meny Mere Ovilets ef Minimum 
* Cost. Duplex outlets are conven- 
iently located every 60^, 30” or 
closer, in a continuous run. Proved 
im mse to be the most practical 
multi-outlet surface raceway sys 
stem ever devised for homes, of- 
fices, stores and industry. 


4, Inconspievovs. No bulky feed 
boxes, no protruding receptacles 
Unobtrusive Plugmold raceway 
can be painted to blend with 
color scheme of any room. Plug- 
mold is “out of sight, never out 
of reach.” 


5 Permanent. Snapicoil receptacles 

* are flush with the life-time Plug- 

mold steel surface raceway. 
Nothing to protrude or break. 


6. Provides Better Electrical Service. 
wire duplex receptacles, with 
one side switched and one hot; 
2-wire duplex receptacles, with 
both sides hot; NEMA 2-wire, 
grounded receptacles — all 3 ser- 
vices fit the one Plugmold race- 
way. 


The services of our engineering staff are available to help 


with any wiring problem 


Stocked by electrical wholesalers... everywhere. 


you have. Write to Dept. B12 


HARTFORD 10, CONNECTICUT 


| 
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COOLING TOWERS-—Bulletin 312 i 
a new 12-page booklet written for thos 
who specify cooling towers and covers 
the complete line of standard atmos 
pheric spray-cooling towers manufac 
tured by the Binks Manufacturing Co 
The bulletin contains new and simpli 
fied selection tables for determining 
correct tower sizes. Binks Manufactur- 
ing Co., Dept. AB, 3114-44 Carroll 
Ave., Chicago 12, Ill 


Sirie Ne. 1261 en Readers’ Reply Cord, p. 156 
CONVERTIBLE JET WATER SYS- 
TEM—The Deming "75," a new low 
cost convertible jet water system is de 
scribed in Bulletin No. 4910. Designed 
for quiet operation in small homes, the 
self-priming “75” delivers up to 825 
gal. hr. in shallow wells and 900 gal. hr 
in deep ones. The Deming Co., Dept 
AB, Salem, Ohio. 


Civele No. 1262 en Readers’ Reply Cord, p. 156 


DOOR CLOSING DEVICES— The ex 
panded line of Norton door closing de 
vices are described in a new catalog 
No. $4. Presented in a service man 
ual form, the catalog describes 4 dis- 
tinct lines of closers. Details include 
complete specifications, cutaway draw 
ings and photos. The Yale & Towne 
Manufacturing Company, Dept. AB 
Norton Door Closer Company Div., 
Chrysler Bldg., New York 17, N. Y 


Cirio No, 1263 on Readers’ Reply Card, p. 156 


AIR CONDITIONING UNITS—A new 
8'Axll-inch 20-page catalog (Bulletin 
No. 8127) is now available describing 
a new line of central-station, cabinet 
type air conditioning units, The illus 
trated catalog describes 3 types of air 
conditioning units for industrial and 
commercial applications Americar 
Blower Corp., Dept. AB, Detroit 
Mich 
Circle No. 1264 on Readers’ Reply Card, p. 156 
FLOOR AND WALL TILE—A 16 
page booklet describing Matico floor 
and wall tile has been issued. The 
booklet shows, in color, a representa 
tive selection of Matico tiles as well 
as individualized floor installations 
Mastic Tile Corp. of America, Dept 
AB, Newburgh, N. Y 


Circle No. 1268 en Readers’ Reply Card, p. 156 


ELECTRIC HEAT—A new 12-pag« 
catalog i» now available describing 
Cavalier Electric Heat. The catalog 
describes the manufacturer's line of 
baseboard and wall heaters as well a 
other electric heating units. Cavalier 
Corp., Dept. AB, Electric Heating Di- 


vision, Chattanooga 2, Tenn 
Civcle No. 1266 on Readers’ Reply Card, p. 156 
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Everlasting shopper appeal 
with built-in COLOR 


Drab store fronts today do not pay! Customers are attracted by 
colorful Kawneer Zourite (porcelain-enameled or alumilited 
aluminum). It is a facing material that resists chipping, cracking and 
fading, providing years and years of shopper appeal. Use it as a 
sign backing, and as a covering for columns, pilasters, bulkheads, 
soffits and pylons. Plan new to remodel store fronts with 
practically no interference to normal operations using 

Kawneer Zourite, doors, store-front metal and sun-control producta 
See your Kawneer dealer or write for additional information. 


Kawneer Aluminum 
Zourite Facing 
in ten attractive colors 


* Velvet Bleck * Serves Brown 
* Awmilte © Spring Green 

= homis Gray © Sunset Bod 

e hedemy tue „ Winter White 

* Mariae thee * Fiame Orengo 


Kawnee 


General Office 


NILES MICHIGAN 


Bus Tee AU a | OWENS- ILLINOIS 


CATALOGS sss BLOCK 


HEATING, AIR CONDITIONING — | 
L The Trane Company has revised its 
"(€ BLE ELECTRIC 
wor "2 y ! product bulletin PB-290, which is now 
" available on request. All new Trane | 
=> 2 S A W products as well as existing ones, with 
improvements, are covered. The Tran 
Co., Dept. AB, La Crosse, Wis 


Circle Mo. 1267 en Reeders’ Reply Card, p. 156 


LABELLE CUT NAILS—A 12-page, 
illustrated booklet describing LaBelle 
cut nails i$ now available. These cut 
nails are recommended to lay hardwood 

MODE 54 « flooring and to anchor wood to building 

283908 blocks. They provide a 72 per cent 

UL. Approved : tighter bond, the manufacturer say: 
For a copy of “LaBelle Cut Nails 
write to- Wheeling Corrugating Com- 
pany, Dept. AB, Wheeling, West Vir- | 
ginia. 


| Zips thru cutting jobs f | « rs m sesam snr com o. ise 
Handles with gase FOR ^ suonr CHARGE. . . 


50 HOMES DESIGNED FOR AIR 
HIGH SPEED CONDITIONING--The “Book of Air 
LIGHTWEIGHT een Homes" contains 50 popu 
ar home designs complete with me- 
NEW DESIGN chanical layouts for year-round air 
conditioning. For s copy of this 50- | 
page booklet, send 25 cents with your 
Zip thru your cutting jobs with a blade that | Order to Airtemp Division, Chrysler For a “solid” wall she can “see 
apine at 6800 rpm. Feel its light weight only Corporation, Dept. AB, Dayton 1, Ohio through," use a panel of No. 370. You'll 
8% Ibe. ideal for one-hand operation and flood her kitchen with daylight, yet 
overhead cutting. Notise the new narrow de | NEW CATALOG OF $4 DIFFERENT nake it easy to keep spic and span 
gn permite straight cutting in tight places. ` > t 
Handle ie centered over the motor for better | HOMES--The entire line of Inland Soil marks, even grease, rub right off 
balance and easier handling. Oversize shoe | Homes Corporation's 54 different home a wipe rcnews their sparkle 
tightens in front and back when bevel adjust- | is described in its catalog. For a copy 
ments are made gives greater stability. A | of this catalog send 25 cents to Inland 
variety of blades is available. Equipped with | Homes Corporation, Dept. AB, $01 So 
10-ft. cord. College St., Piqua, Ohio 
€ % depth capacity @ Rip cutting guide 
91A" bevel cut at 45° — o Ball and noodis bearings 
€ Built-in tigger switch § 6 Teleseping Mode guerd | PLYFORM AND OVERLAID FIR 
- PLYWOOD —.The new Plyform man- 
ual incorporates revisions of the dire 
tions on how to handle and care for 
plywood forms. Here is also practical 
information on how to design plywood 
concrete forms and how to use them 
intelligently. “Concrete Form Manual’ 
is now available in quantity for $4 per 
100 copies. Douglas Fir Plywood Asso : : 
ciation, Dept. AB, 1119 A. St, Ta Here's a use that's as practical as it is 
coma 2, Wash. beautiful. These panels of No. 316 block 


| do much to set off the doorw 3 he Ip 
BUILDING PRODUCTS DEALER | bring light to the hallway 


a am a am men mee se omn ame me an me me RESIDENTIAL AIR CONDITION- - — 
MALLT co PORTABLE POWER TOOL ING- -A thorough description of air Let Ou ns-Illinois Gla re ck * lp 
00L G conditioning systems for new and exist- mi sell your homes faster by adding 
7732 $. Chicago Avenue, Chicago 19, Illinois ing homes, advice on selection of equip visible evidence of extra value. For ir 
Bend mo free literature about the complete tine V ment and an analysis of proper home formation or help with a specific prob. 
| of MALL Baws for builders. design for most effective and economi- lem write Kimble Glass Company, sub- 
cal air conditioning are features of the | sidiary of Owens Illinois. Dept. AB- 1: 
16-page booklet, "Practical Pointers on | Toledo 1 Ohio. 
§ Company —— P Air quon: ~ is — | *Formeriy known as INSULUX 
at 25 cents a copy, from United States | O » I 
i Address Air Conditioning Corporation, Dept. WE N S e L LINOI S 
i . BU. des AB, 3211 Como Ave., S.E., Minneapo- | 
E s- lis 14, Minn | GENERAL orrices O roi 1, OHIO 
„ ee oe oe — —ů — oe ol 
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Give a customer plenty of light but none 
of the sight with a panel of No. 365 
Owens-Illinois Glass Block have the 
sulating efficiency of an 8" brick wall 
won't frost or sweat in winte 


j Mom 
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Guide to NEW PRODUCTS Lee tie 
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ae 


HERES GASNA 
ESTIS LIL——— 


shewn in this issue. Ai! yeu need de te get 
further infermation is te circle the desired 


f | | items listed on the reverse side of this curd 
Ol and mail ii te us. 
Ne postage is necessary. We will forward 


l your requests te the manufacturer whe will 


ia a a 2 „ 2 K „ „„ „„ „„ „„ „„ ee? a a a D a a a a 


BUSINESS REPLY CARD 


Piet Class Permit Mo. 182, 6% 34.9, P. L. & A., New York, N. Y. 


4 cents Postage will be paid by 


Business Manager 
AMERICAN BUILDER 
30 Church St. | 
New York 7, N. Y. 


E 
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USE this handy | 


new products | 


1 information 
ITEMS BELOW 


and MAIL this Service 
. POSTCARD 


- MAIU THIS CARD TOOAY — WE PAY THE pos AG 


PLEASE PRINT NAME AND ADDRESS 


IN 90 GAYS — ACT NOU” 


Homes Wired for Tomorrow s... 
... are ‘Wired for TV’ with 


mos | e y television lead-in 


wall plate sockets 


Television demands a good 

Outside antenna installat 
ne AT 
need when they ar 


ready tor this 


r f electrical « 
TV Engineered for etf 
~ 1 tyle it 
€ al wall plate 
Y nts wili want their hom 
Wired For Tomorrow... W d 


with M Y TV Wall Plate kets! 


Type AC-IPK, List Price $187 
Single TV socket for one antennae | 
eed-in plus matching wall plate 
fee double convenience outlet 
Complete with TV Plus 
machine screws, metal barrier 
separating AC and TV services 
end full isetructions. Leos bes 
end AC socket. in brown ry 
Other types eveilable fo she 
ple lead-in lines end combination | 
lead-in and rotor cable. 


MOSLEY TV Wiring Devices ere 
ovoiloble coastto-coost, Write 


for meme of nearest supplier, 


31c/8i. 
Me 


A-, ue . 


069? ST. CHARLES BOCK ROAD, $T. LOUIS 14, MISSOURI 


The Only Complete 
DISAPPEARING STAIRWAY 


Line! 


AS LOW AS 


$5390 


| 
Generous Trade | 


Discounts! 


Write for 
Free Catolog 
and Woll Chart 


SESSLER 
DISAPPEARING 


FREE CATALOG STAIRWAY co 


AND 
WALL CHART 


1900.A East Morte 5t 
Akron, Ohio 


P 
SESSLER DISAPPEARING STAIRWAY CO 
1900-A fast Morket St., Akron 5, Ohio 


Please send tree Catalog, Wall Chert, Prices end Olecounts 
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magic of MALTA! 


Know-how in blending produces fine cigars and 
smooth whiskey. When remodeling a home 
MALTA wood windows blend with every type and 
style of architecture as a dramatic example of how the 
new goes with the old to produce greater charm. 


These three distinctive designs 
DN provide beauty and 
adaptability for every 

type of architecture 


Malt-a-Matic 


popular double. 
hung unit with 
removable sash 


Malt-a-Vent 


swing-out awning 
or cosement type 
windows 


horizontal sliding vnit 
with removable sash 


REMOVABLE SASH... convenient 
to builder and buyer. Installa- 
tion is easier, faster... means 
greater saving. Home buyers 
love the ease of MALTA “take- 
out" windows . . . lets them 
clean the outside, inside 
JAMB LINERS make it possible to 
adapt Malta frames to walls of 
varying thicknesses from 51⁄4” 
to 4%". 

For modernization that blends in 

new charm... ifs MALTA. See 

your nearest dealer or write for 

complete information. 

ember Penderess Pine Weedwert Ason- M.W MA 
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BuiLDERS who use Weyerhaeuser 
4-Square Lumber products in their 
construction find that this brand 
name helps them strengthen their 
position in several ways. 

First, every piece of lumber bear- 
ing the Weyerhaeuser 4-Square brand 
name is kiln-dried —one of the features 
which contributes to the contractor’s 
reputation as a reliable builder. 

Second, consistent advertising over 
the years has made Weyerhaeuser 
4-Square well-known and widely ac 
cepted by owners. It is easier to sell 
homes, for example, when they are 
constructed of quality products which 
the buyers know and trust. 

Third, the uniformly high quality 


How this brand name 
on lumber helps build business 
* for contractors ** 


* * 
Yo go oe IT 


* * 
m 
y * 
* 
B 
* 
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* 
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* 
* 

* 
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of Weyerhaeuser 4-Square Lumber 
helps reduce waste and promote 
sound, efficient construction. This 
lumber is carefully milled, accurately 
graded, and loaded properly to pre- 
vent damage in shipment. 

Fourth, builders offering their pros- 
pects designs from the 4-Square Home 
and Farm Building Services gain the 
benefits of our continuous advertising 
in major national magazines. 

Your local Weyerhaeuser 4-Square 
Lumber Dealer is prepared to give 
you full information concerning the 
extra values of Weyerhaeuser 4-Square 
Lumber and the 4-Square Home and 
Farm Building Services which he 
offers for your use. 


Weyerhaeuser Sales Company 
ST. PAUL 1, MINNESOTA 
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... ig all 
it 
takes 


to 


discover 


what 


lune ema Hones- 
has for YOU! 


— 


Space Saver Package 
is complete with these 
Builder Benefits 


@ Complete land development 
planning service, a financing pro- 
gram including construction financ- 
ing and attractive, minimum, down 
payment mortgages, No down pay- 
ment financing available for many 
areas. 

The International Homes program 
is a profitable one for you, and it 
includes one of the fastest built 
and fastest selling homes in the 
residential sales market. 


Write Today! 


LA — M JE 
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| Prepaid-income tax amendments 


remove builders’ advantages 


9099960900009 0000990000000000000000090000000000000000000€6 


By John F. McCarthy 


Attorney-at-law 


Ree amendments to the Federal 

Internal Revenue Code of 1954 
have eliminated certain changes which 
hed conferred tax advantages on build- 
ers. These amendments repealed the 
provisions of the Code which per- 
mitted taxpayers on an accrual basis 
to report prepaid income over a pe- 
riod of years, and also allowed them to 
take a deduction in the form of a re- 
serve for certain estimated future ex- 


| penses 


These changes were retroactive in 
effect, and thus require taxpayers, who 
deferred prepaid income or deducted 
for a reserve for future expenses, to 
file new returns and pay additional 
taxes. The new returns may be made, 
and the additional taxes may be paid, 
without interest or penalty, on or be- 
fore December 15, 1955. In no event 
may interest be charged for any period 
prior to June 16, 1955, the time of the 


| enactment of the recent amendments 


Prepaid income generally is a pay- 


| ment received in one year for services 


to be rendered or goods to be deliv- 


| ered over a period of time extending 


beyond the year of the receipt of the 
money. One example of this is an 


| owner of property who leases the same 


| and receives rentals in advance. Before 
the enactment of the Federal Internal 


Revenue Code of 1954, the whole of 
such payment was treated as income 
earned during the year of the receipt 
of the money. In other words, the pay- 
ment could not be spread over the pe- 
riod of time during which the liability 
existed to render the services or de- 
liver the goods. The new Code, in Sec- 
tion 452, gave taxpayers on an accrual 
basis an option to defer such income 
over the period for which it was 
earned but not longer than six years. 


nated that option and restored the sit- 
uation which existed before the enact 
ment of the new Code 

An example of a reserve for esti 
mated future expenses of the type 
under discussion is one set up by a 
home builder to care for minor adjust 
ments or repairs on a house after its 
completion or sale, whether pursuant 
to some warranty or service policy or 
the established custom of the builder 
Before the enactment of the Federal 
Internal Revenue Code of 1954, no 
deduction for such a reserve could be 
made. The new Code, however, in Sec 
tion 462, permitted taxpayers on an ac 
crual basis to take as a deduction a 
reasonably accurate estimate of future 
expenses attributable to the income of 
the trade or business during the tax- 
able year. Again the recent amend- 
ments have eliminated that advantage 
and restored the situation which 
existed before the enactment of the 
new Code. 

The recent amendments resulted 
from a fear that the new Code, in per. 
mitting deferment of prepaid income 
and a deduction for a reserve for cer- 
tain estimated future expenses, would 
result in abuses by, and windfalls to 
certain taxpayers. However, under 
sound accounting and business prac- 
tices, both deferment of prepaid in- 
come and a deduction for such a re- 
serve should be allowed. It is hoped 
that in the near future the Code again 
will be amended to permit both prac- 
tices with appropriate safeguards 
against abuses, 


38098 MANOWING AVE- YOUNGSTOWN, ONIO 
T 


The recent amendments have elimi- 
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SERVICE -WAY 


will help you sell 
your houses... 


Simple, Medern Lines. 


Blends with any style 
of a hitecture he 
com a ntegral pare 
[ 
4 


— ae 


7 — 


T 


Finger-tip Operation. 
Double-act ng springs 
counterbalance the 
door in any position 
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@ Value-wise home buyers go for homes 


that off. year- round convenience of 
the Service Way basement ent provides 
easy acce ra storag pa n t iy 
compact, spa Í mes at a 
practical cose 

The wid ngie doot ing F f 
out of che ay offers an unobstructed pa 
sageway for bulky objects. Sho the trip 
from laund lotheslin« T} pr bleme 
of moving and storing toc ‘ ational 
and kshop jipment and othe arge | 

re ily with T way 

The Se way is built of y gauge 
$t ectrically welded and re for 
m num strength. Overlapy inges on 
frame and door a a snug fit—keep out 
rain, snow and wind. Slide boles lock door 
securely tron de. The Se way 
comes fully as bled, ready to insta 

Write fo je and spec at to 
Heatilator Inc 2612 E Brighton Ave 


Syracuse $, N. Y 


| S: HEATILATOR® 


“I’m SOLD on the 
» Gates FORM-ula!” 


says MR. K. C. ENSOR, 
nationally known home-builder. 


Part of the K. C. Enser Construction Company's 
project in Broomfield Heighh, a planned com- 
munity ef 6700 homes 


What Mr. Ensor told us... 


“I'm sold on the Gates Forming Systen. for all my projects, 
large or small. The Gotes System was the practical choice 
for the Broomfield Heights project because it increases the 
speed of construction and lowers the cost, both in labor 
ond materials.” 


K. C. ENSOR 


THE GATES FORMING SYSTEM 
MEANS GREATER SAVINGS TO YOU! 


Contractors profit by on-the-job savings in labor 
and materials. Gates Horizontal Rod Panel Forms 
ore versatile, require minimum labor. Walering 
held to a minimum, no extra hardware necessary 
The efficiency, versatility and speed of the Gates 
Horizontal Rod Forming System means savings 
which often pay for those extra features buyers 
look for...at no cost to you! 


See us at Booth 756, National Association of Home 
Builders Shew, January 22 to 26, Chicago Coliseum 
Gentlemen: * 


Please send me full details on the Gotes Forming 
System 


Name 


Write for | 
Further 
information 


Firm 
Address 
City 


Lone. State 


& SONS. INC. 


LAPAGO 


GATES 


DENVER 23, COLO 
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Efficient kitchens 
and laundry rooms 


Ir INTRODUCING mm BUILDER 


The technical guide plates shown 
on the following pages are designed 
to serve as an aid in the proper plan- 
ning of convenient, well equipped 
kitchen and laundry rooms 

The diagrams at the top of the fac 

: , Í ing page give the practical clearances 

^u. Mic io PA »T which should be allowed when locating 
——— — — —»9»- NW : top cabinet units above the base cabi- 
nets or kitchen equipment. Where 


DOUBLE DIPPED cabinets are located on facing wall: 
A. (such as the "U" i 


type kitchen) allow 

at least 4 between the faces of these 

IN MOLTEN ZINC units. This gives a comfortable work 
ing area for two people and will per- 


TO CHECK STAINS, STREAKS, RUST ee of the drawers without inter 
At less cost per nail than non-ferrous nails, new STORMGUARD 8 prece ond "M aa 
oe the * mm and rust resistance of zinc with the heights in selstion te stocks er chairs 
strength advantages ol steel. The 30" counter height is also ideal 
for the base cabinets as a baking 

The result of 8 year's research and development by the Maze zinc center. 
coating department, STORMGUARD NAILS have a strong steel core *. » details on hs ys pida oí 
for driving without undue bending, breaking or heads popping off. caper cte orn dee 
: . r à ie planning of dining areas and 

A heavy zinc over-coating applied by an exclusive Maze DOUBLE 


) 4 : A » breakfast nooks. In planning dining 
DIPPING process completely insulates this steel core, protecting it areas with chairs, allow a minimum of 


from rust, while being free itself of any tendency to form dark stains 3-6" from the edge of the table to the 

or streaks on surrounding surfaces. nearest wal! to allow for convenient 
access. 

Ihe dimensions for built-in benches 

THE IDEAL NAILS FOR are adequate for proper seating com- 

fort. When planning benches an al- 

: : lowance of 1-10" in length should be 

A stain- u$ tn — —- for made for each person seated. Break- 

exterior wor ! are fast table widths should not be made 

available in standard lengths and gauges, in all less than 24" and may not overhang 

sizes needed for roofing, siding and trim. the edge of the bench more than 2". 

STORMGUARD NAILS check ugly stains, re- | 


^ 1 ( ug It can be seen that a double-bench 
duce repairs and painting, maintain a cleaner, 


: breakfast nook should not be less 
neater appearance on every job. than 64" in overall width. 


The following page details the 


Write fer Samples aad Prices! standards for laundry equipment and 


will be helpful in planning this room. 


The dimensions of the major ap- 
pliances such as washer, dryer and 
A COMPLETE LINE OF NAILS | ironer are composite and should be 


used only for general planning. Where 


e i emi hen these 
For more than a century, W. H. Maze Company has produced apace 7e Ot B gestum or w : 
better naile for the — application of lbs siding and | unte are to be built into cabinets. 
trim. A complete line of top quality nails conveniently the exact dimensions of these units 
cked for shipment, display and use: Drywall, Flooring may be obtained from the manufac 
nm deg Roofing, Siding, Pallet, Lead Head, Screw, turer 
Ring Shank. 


W. H. MAZE COMPANY :srasusneo (29 
PERU 3, ILLINOIS 
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KITCHEN PLANNING STANDARDS 


CABINET HEIGHTS 


WIQMEST 
1501 


IDEAL COUNTER WORKING HEIGHTS 
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"ETT Technical Guide continued 


LAUNDRY PLANNING STANDARDS 


Minimum work space 
for washer and dryer. 


WONER -— MONER CLOSED 


Minimum work space 
for ironer. 


— 


ui — 
= — 


Minimum work space BUILT-IN IRONING BOARD 


fer irening beard. 
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Why every piece 
of PALCO 
Architectural OM 

Quality Redwood "nn 
must be 


<> Following a period of air seasoning, redwood on these kiln cars 
is shown entering one of 25 modern dry kilns for curing under rigidly 
controlled temperature, humidity and air circulation, 


Q Certified Dry Polco* Architectural Quality Redwood offers perma- 
nent assurance of minimum swelling, shrinkage or other distortion, 
even under severe conditions of exposure. 


When properly kiln dried, redwood has the When you specify Palco* Architec- 
lowest swelling and shrinkage of commercial woods. tural Quality Redwood for exterior or 
But air drying alone cannot be depended upon to reduce interior design... you can be sure 


that it is 

€ Certified Dry 

* All Clear Heart or A Grade 
€ Highest uniformity of grade 


® Vertical grain on all resawn 
patterns 


moisture content to that "point of no return" which 
assures permanent dimensional stability. That's why 
Palco* Architectural Quality Redwood always carries 
the Certified Dr; label, your only assurance of controlled 
seasoning procedure and moisture content. Pacific's 
kiln capacity is ample to cure accurately and completely € Where flat grain is specified, 
all that part of production which merits the name Palco* pattern is always cut from the 
Architectural Quality Redwood. bark side 6-504 


SEND FOR THIS FREE BULLETIN 


e * P r 
I 
Spailiſ th. lebt in Redwood, PALCO | THE PACIFIC LUMBER COMPANY 
| 100 Bush St., Sen Froncisco 4, Calif. 
| Pene send ae, withevt —— the sew bulletin ~- 
THE PACIFIC LUMBER COMPANY | conden Peu? tered palm San, peus end Maa, "od 
Since 1869 . Mills at Scotia, California 1 = 
100 Bush St. 35 E. Wacker Drive 2185 Huntington Drive | | ——————— 
San Francisco 4 Chicago 1 Sen Marine 9, Calif. i 
*Trede Mark f i . - a P T = 
| AGG. — 
MEMBER OF CALIFORNIA REDWOOD ASSOCIATION ! Cy a Ime — Seave 
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where it's needed 


int INSTANTLY! 


„ 


install THERMADOR 


s Bilt-lo Elan Wall Heaters 


Thermador Electric Wall Heaters satisfy all the heating 
demands of your buyers. A flick of a switch instantly delivers 
a surge of clean, healthful warmth. Scientifically designed 
heating element, fan and louvers direct the heat toward the 
cold floor. From there the heat rises, warming the “Living 
Tone", . . quickly, safely, economically. Room-by-room heat 
control allows heating of just those areas where heat is 
desired. Heat your homes with Thermador . . . so efficient... 
so Clean...so easy to install... end the fastest heaters 
made! There's a type and size for every room. 


Fan or Radiant Models * Convenient Top Switches * Optional 
Thermostat Contre! * Sun Bronze, White or Stainless Steel Finishes 
On-Off Indicator Lights > Approved by Underwriters’ Labs., lnc. 


THERMADOR uic manutacturing co. 


A = of Geri Teermeter Cosa 
9119 District Bivd., Los Angeles 22, Calif. - Dept. A8-1255 


Maretseturers of Bilt-in aad Console Electric Ranges, Electric 
Wolter Hooters, Evaparuive Ceslers, Ventilating Fans. 


THERMADOR ELECTRICAL MANUFACTURING COMPANY 

A rie at Berit hers des e 

$110 Bistrict Divé., Les Angeles 72, Caiit., Get. 48-1255 

Presse send mo information and Litareture on 

| EL AR B A ¶ 
(Other Products) 


» — . — 
3 1038A 
- 


E 
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| BUYERS WANT MORE SPACE... 


(Continued from page 73) 


SAID BUYERS WANTED 
BETTER OUTDOOR PLANNING. 
improved patios, 


976 outdoor living, 
5% wider, larger plots, and 
3% better landscaping and yards. 


provision for 


As outdoor living becomes more popular, buy- 
ers expect more from the builder in providing 
for it. The cry for larger plots will be an in 
creased worry for developers already feeling the 
land pinch. 


14% 


SAID BUYERS 
WANTED SPECIFIC CONSTRUCTION 
AND DESIGN IMPROVEMENTS. 


4% more glass area, 


2% more masonry, and 
2% more natural wood finish, hard- 


11% 


SAID BUYERS WANTED GENERAL 
CONSTRUCTION AND DESIGN 
IMPROVEMENTS 


4% more modern design, and 
3% more individuality. 


The builders interviewed in thie survey were se 
lected at random from the lists of the F. W. Dodge 
Corporation, and represent @ true cross section of 
the country’s operative builders who planned te 
build five or more light construction units in 1954. 
in many cases builders gave more than one answer 
te the survey question, so that percentages fete! 
more than 100%. American Bulider plans te pub- 
lish more results of this survey in the noar future 
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OFFICIAL OPENING of NRLDA’s building products exposition 
in Cleveland, Ohio Governor Frank J. Lausche snips ribbon 
in presence of R. A. Schaub, Paul R. Ely, Watson Malone III. 
FHA Commissioner Norman P. Mason, HHFA Administrator 
Albert M. Cole. Thomas F. Patton, Warren E, Carter and 
H. R. Northup. 


NRLDA elects Schaub; makes OHI plans 


(Continued from page 26 

Frederick T. McGuire Jr., vice president, Ohio Assn. 
of Retail Lumber Dealers and head of the group financing 
Cleveland’s “Operation Demonstrate,” said 12 local homes 
were remodeled and a block of old homes painted to show 
how improve a declining neighborhood. John R 
Doscher, OHI executive director, said the improvement 
plan, 56— the year to fix," would be proclaimed January 
16 by HHFA Administrator Albert M. Cole 


Hoosiers win AB Lu-Re-Co contest 


The Em-Me-Co Corp. of Milford, Ind., won first prize in 
American Builder's National Home Week contest for retail 
lumber dealers franchised by Lu-Re-Co, The contest was 
run to encourage component fabrication as a dramatic part 
of National Home Week activities over the nation, Em-Me 
Co ie headed by L. S. Emmert 

Contest judges were Robert J. Tiernan, manager of sale 
promotion and merchandising of Better Homes & Garder 
Thomas F. Bright, advertising manager of the Saturday 
Evening Post, and Paul C. Fulton, manager of retail adver 
tising of the Chicago Tribun: 

Second prize went to the Seth Lumber Co. of Lincolnton 
N. C. Third place went to the Central Lumber Co. of New 
Richmond, Wis 

Four honorable mentions included the Limoges Lumbe 
Co. of Lewiston, Me.: Thompson Lumber Co. of Decatur 
III.; Marshall Lumber Co. of Marshalltown, lowa 
Okolona Lumber Co. of Okolona, Ohio 


JUDGES AT WORK in American Builder's Chicago office de- 
termining winners of National Home Week contest for Lo-Re 
Co-franchised retail lumber dealers (from left): Robert J 
Tiernan of Better Homes & Gardens; Thomas F. Bright of the 
Saturday Evening Post and Paul C. Fulton, Chicago Tribune 
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THE NEW THERMADOR 


MASTERPIECE 


WORLD’S FINEST BILT-IN ELECTRIC OVEN 
With Exclusive Ventilated Oven Door 


The new fully automatic Thermador Masterpiece Oven offers the 
ultimate in efficiency, beauty and ease of installation. Note the 
extra-spacious interior — full 18" high by 18" wide by 19%” deep 

yet fits into standard cabinets. And only the Thermador Masterpiece 
has the big, air-cooled oven door, plus many other exclusive features 
that insure lasting satisfaction and pride of ownership. 


GREATEST ARRAY OF FEATURES 

* Air-cooled oven door . . never too hot to the touch! . . . with big, 
easy-to-grasp handle * Fully automatic controls . . . inclined control 
panel * Recessed Infra-Red smokeless broiler ** Space-miser baking 
element, easily removed for cleaning * Lifetime stainless steel finish. 
Handle and controls trimmed in deep Midnight blue * Bright, stippled 
white acid-resistant porcelain interior * Full-width protective hood 
that deflects heat and vapors * Easily installed, at waist-height, in 
any standard 24" wide cabinet. 


The MASTERPIECE joins the famous Thermador family of Bilt-in Elec- 
tric Ranges, the Original and the Finest. A choice of 5 oven models 
with optional Easy View oven window, and twelve Bilt-in Electric Cook- 
ing Tops, offering a selection of models with the number of surface 
units to meet any need... with griddle and deep well cooker optional. 
Special models in a wide choice of colors, including popular Canyon 
Copper, with optional Easy View oven door. 


E Visit Booth 444 at the Maur Convention 
Sherman Hotel, Chicago 
For full information and literature, write Dept. AB-1255 


THERMADOR 


ELECTRICAL MANUFACTURING COMPANY 


A A Division ef Morris-Thermoder Corporation 9:1047A1 
LI 5119 District Boulevard, Los Angeles 22, California 
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Roofing 
Wiring 


p Concrete Work b Heating & Plumbing 
Power Equipment 


Air Conditioning 


( 28 Raflers eis U 


AG ‘ling " i 27 2 


Exist wall-— 17 
2-Arick 


Al piclure wind: Ww provide 


24 38 * NW 22 
oven window 


4 . 1 $ Lypansior. be Ih in 


concrete 


Advice on construction methods 
for roof over concrete slab... 


QUISTION: / am planning to construct 
a roof over a 24x14 foot concrete 
slab and tie it into the building. The 
roo] is to be the heavy-beam type 
Since | have never done this type of 
construction | shall need some help? 

1. Have considered using 4x6 inch 
ceiling joists. How often would these 
have to be spaced: 

2. The house roof is pitched 5/12. 
What pitch do you recommend for the 
terrace roof? 

3. How many posts would be re- 
quired over the 24 foot length of the 
terrace? What method do you recom. 
mend jor securing these posts? 

4. For an effect | am planning to 
put braces on each post and to the 
main header, Should these be notched 
into the posts and header? 

5. What size main header do you 
recommend ? 

6. Would it be proper to rest the 
ceiling joist on a ribbon secured to 
the main header? 

7. Can ordinary nails be used? 

8. What precautions should | take 
to prevent an overload on the picture 
window? 


ANSWER: Rafters 2x8 inch 16" o.c. 
covered by one inch sheathing should 


be a safe, economical roof. A flat roof 
with perhaps a 2" slope in 140“ for 
drainage should look well and frame 
easily to your present 5/12 


roof. If your walls are 


slope 
to be frame 
construction 2x4 studs 16” o.c. will 
give you all the rafter support neces 
sary without posts. If it i» to be an 
open structure | would use three 6x6 
posts at 12'0" o 


A new method of construction 


QUESTION: / intend to start building a 
ten unit program for a resort. | am 
trying to work out preliminary design 
and planning. The location will be in 
the Sierra Nevada mountains and a 
snow fall of six feet or more can be 
expected. Summer and winter occu- 
pancy is planned. | favor, because of 
simplicity, the post and beam type of 
construction, 

lj | lay 14 or 16 foot 2x43 on edge 
(supported on ends only) in a lam- 


Ask the experts 


Insulation 
Interior Finish 


inated principle—each 2x4 nailed and 
glued on edge, making a roof approxi 
mately 4 inches thick, how can the 
live load and the necessary pitch for 
a roof of this type be figured? A 
nearly flat roof would be desirable 
Would moisture be troublesome on the 


inside surface during the winter 


ANSWER: Find the live load that can 
be carried by a plank Jaminated with 
2x4 and plywood cover 
The section modulus of a 12 
section is 
S=bd2 where b-—12", d 
6 
$2:12x4x4 — 32, 
6 
The moment for a plank supported 
on both ends is 
M= W1 x 12 where 1 
M=% W x l6 x 12 
M —24W, W being the total load 
Also S M where f is the fiber stress 
f 
of the material 
If a fiber stress of the material is 
taken as 1200, then 
S=M 
1200 
But 8 
32 M 
1200 
M=12 x 32 
But M=24W 
Therefore 
24 W=1200 x 32 
W=1200 x 32 
24 
W. 1600. or the total load for 16’ 
of plank which is 100# ft 
If about. 102 is deducted for dead 
load, then the live load is (0 /sq. ft 
No slope on the roof is necessary 
however, if a minimum pitch is de- 
sired /4/ft. can be used. Nothing will 
prevent moisture from forming on the 
ceiling. Some type of moisture proof 
coating would prevent the moisture 
from doing any damage 


wide 


, hence 


16, hence 


32, hence 


Where can tis be bought? 
QUESTION: In the September 1955 is 
sue of the American Builder mention 
is made of breathing-type louvers. | 
have searched in vain among your ad 
vertisers jor a manufacturer who 
(Continued on page 170) 
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There are many things you can learn about a tool right at a 
dealer's counter. You can judge its design, its special features, 


The test of a tool its "feel" and balance, the overall quality of its construction, 
i th But the real test comes on the job. And it's on the job that 
s on e job Porter-Cable tools have made their reputation. 
They're designed and built to fit the task. For example, a 
removable spade handle on this heavy-duty 14” drill permits 


you to drill between 16” centers. They make fast, accurate 
workmanship easy. 


And they keep on doing it—through year after year of dependable 
service. That's the key to Porter-Cable's leadership—in qualit 
Porter-Cable alli is 


in economy of operation, in lasting value. 


e e H, 2 . Ao Model 516 Heavy-Duty Drill, illustrated, $69.50. Write for free catalog 


of tbe complete Porter-Coble line, and tbe name of your nearest dealer, 


PORTER-CABLE MACHINE COMPANY 501-8 N. Salina Street, Syracuse 8, New York 


In Canada, write to Porter-Cable, Ltd., Box 5419, London, Ontario. Canadien prices slightly higher, 
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You Can't Miss With A WHITE 


Universal Level-Transit 


everything you could 
ask for in e transit 
Whatever you're looking for in 
a transit... look no further... 
WHITE'S got it and in good 
measure! More than 40 years of know. 
how assure you of ACCURACY, . . 
to within 5 minutes on the vernier. 
SIMPLICITY . . . designed without 
unneeded frills or gadgets for fast 
adjustabilicy and easy reading. DU- 
RABILITY. .. built for rough going, 
winter or summer and for years on 
end. PRICE . . model 4000 com- 
plete with tripod for only $199.50* is 
a value you can t equal. Fill in coupon 
below for complete details and name 
of nearest dealer. 


« « , manufacturers 
of fine optical in- 
$truments that 
engineers, survey 
ors, meteorologists 
and navigators 
have regarded as 
standard for more 
than 40 years. 


Prices subject to change without notice 
SSCS SS 2228S ä % 8 


De yeu went ALL the details? 
MAIL THIS COUPON TODAY. 
DAVID WHITE COMPANY —Dept. 455 
30! W. Court ., Milwevhee 12, Wisconsin 
Yes, l'd the full details ond prices on 
DAVIO WHITE instruments and name of 
nearest dealer. 
NAME 
ADORI$$ " 
ON. — ZO STATE 
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Ask the experts... 


makes these louvers. Will you kindly 
oblige me with the address of such a 
concern? 


J. G. €., Lee, Mass. 


ANSWER: The breathing-type louver 
was recommended by Mr. Long of the 
Sherwin-Williams Paint Co, as a 
means of combatting condensation 
problems. These can be purchased 
from the Cornwall Company, 1408 
East 222nd St., Cleveland 17, Ohio. 


4% / gravel sap, 


Lets help the design 


QUESTION: Will you suggest a low cost 
method of adding a 3 or 3*4 foot 
canopy to a plain stucco wall? The 
canopy will be continuous on_ the 
front of a motel to dress it up. 
W. J. McK., Williams, Ari 
ANSWER: This suggestion shown in 
the illustration employs the use of an 
upsweep soffit on the extended canopy. 
This soffit continues the »tucco in the 
same type and color as the wall. The 
erection of this canopy assumes that 
the 2x6 and the 2x4 inch framing 
would be secured to the vertical wall, 
whether it is frame or masonry. 


Controversies can be good 


QUESTION: Sometime ago | got into a 
controversy on the question of using 
weep holes in a brick veneer wall. J 
maintained that weep holes were nec- 
'ssary. Could you tell me where it 
would be best to place them. Is it nec 
essary to have some at the top? 


J. R., Chicago, Ill 


ANSWER: Weep holes should be con 
structed in the outer wall at the bot 
tom of the cavity. This permits cas 
drainage of any water which may have 
entered through the outer wall. The 
weep holes are located in the vertical 
joints of the bottom course above 
the ground line and are spaced 2'0" 
apart. It is recommended that weep 
holes can best be provided by insert 
ing approximately 24 inches of win 
dow cord which acts as a wick, in the 
vertical joints. This wick is cut flush 
with the joint after the mortar has set 


Hew do yew de it better? We 
went te knew. See page 172 
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Homes construcied by 
Palmer & Krueger, Kenoihe, Wisconsin 


Magnesium Forms 
Speed Work on 
Kenosna Jobs 


Jim Krueger of Palmer & Krueger, Kenosha, 
Wisconsin says thet after several days rain which 
left the ground muddy end subetantial water in 
the excavation, his men were still ablo to strip 
Symons Magnesium Frame Plywood Forms from 
one job, load them on a truck, and take them to 
another job at the other end of town, unload them 
and set them up ready for pouring by 1:30 P.M. 


ACTUAL SET-UP TIME--2 HOURS 


The foundation was 30' x 42’ with window bucks 
and brick ledge. Walle were 7 feet high and 10 
inches thick. Jim Krueger credita the fast set-up 
to Symons Lightweight Magnesium Frame Ply- 
wood Forms and hie crew of 4 experienced men. 


9O USES PER SET PER YEAR 


Palmer & Krueger has two sete of Symone Mag- 
nesium Frame Plywood Forms. They pour an 
average of & foundations per week. Hefore each 
use, the forme are oiled with a horse hair window 
brush that hae a six foot handle. Forms set up one 
day are always stripped the following morning 
— required for stripping is approximately one 
ur. 


PREE ENGINEERING SERVICE 


Upon receipt of your plans our engineering staff, 
which i» experienced with all types of forming, 
will furnieh complete form layouts and job cost 
sheets on your form work—at no charge or obli 
gation, Our salesmen are alwaye available for 
consultation and to give advice on form erection 
pouring and atripping methods. Builders through 
out the country use this service to their benefit 
and profit 


Rentale—Symone Forms, Shores and Column 
Clampe may be rented with purchase option, all 
rentals to apply on purchase price 


| SYMONS CLAMP & MFG. CO. 
| 426! Diversey Avenue, Chicago 39, Wines, Dept. !.5 


| Piece vend complete information on Symon Plywood 
I Formi in Magnesium Frames. 


l Firm 


j Address 


| Cay Lene Sete 
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Model 505... 
SCALLOPED Hi-SPOT 
for R30 and 40 PAR LAMPS... 


Dainty black lace design 
combined with rugged, precision 
monufecture 


Can is heavy gouge 
drow» aluminum. 


Plaster ring 
and Greenfield 
included. 


another ATLITE: designed for better lighting 


PRE-WIRED ASSEMBLY 


fast, Easy Installation. Reduces inventory 
Drive four nails turn the screws 
it’s up without carpentry! Available in 
six sizes. Carry only what you need. 


Order trom your jobber-—er write fer 
literatore ond competitive price list 


ATLAS 


ELECTRIC PRODUCTS CO. 
Æ -319 Ten Eyck St., Brooklyn 6, M. Y. 


lb FEET LONG —*4" Wide White Blade 


Here's big news—in o compoct, pocket-size 
pockage. The oll-new Corison SUPER-CHIEF 
Steel Tape Rule hes 16 feet of wider, more rigid 
steel blode—designed inte e pocke!-fitting 21 
cose thet weighs only 64, or. Best of oll 
Q with the SUPER CHIEF, yov elone con now 
7 make eccurate extended vertical end horizontel 
for ane. cone meaturieg measvroments quicker... easier 
Reedy Re-wind Crank moves 16 f. Casy-te-Read — black numerals 
blode smoothly in end eut af case, on snow-white won't surfoce 
witheut backlash. creck or peel 


Quick Blade-Change— Patented Swing-Tip 
Do-It-Alone~and do if better — 7 
with « Carlson SUPER CHIEF Carlson & Sullivan, Jue. 
See it sè your Hardware Dealer! MONROVIA, CALIFORNIA 
ee onder Potenie & 20%, 1$2510939, 222629180 & Pet. Pend 


COST CUTTER 


LION universat TRIMMER 


Accurate, rasor-like cut any way 
of grain. Quick edjustments to 
45 degrees or 90 degrees. Miters, 
bevels, squares, chamfere—hun- 
dreds of uses! A time saver on 
every job. 


WRITE FOR FULL INFORMATION 


POOTATUCK CORP. 
Old Stratford Rd 
Shelton, Conn 
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DIGGER - TRENCHER- SHOVEL- CRANE 


Does 101 jobs 
in half the time... 
at half the cost... 
with lower equipment 
investment! 


MODEL 
120 TM-54 


MOUNTS 
ON ANY 1% TON i 
OR LARGER TRUCK f 


Here's profit-making utility in a versatile, low cost umit! 
HOPTO mounts on any 14% ton or larger truck . . . 

one already charged off to depreciation! HOPTO gives you 
a mobile unit for handling bulk materials, pulling forms, 
spotting trusses and steel, excavating for footings and 
foundations! HOPTO does hundreds of jobs! Cuts labor costs 
in half or less! 


COMPLETELY MYDRAULIC... EASY TO OPERATE 
An average unskilled laborer can easily maser the simple 
handling of a HOPTO in a few hours. Four vaive control 
levers give HOPTO a 200° swing, 1 1-foot digging depth, 
14-foot lift (24-ft, with crane boom), and control the dipper 
stick extension to permit vertical, straigbi-sided digging. 


UNEXCELLED UTILITY 


Unloading construction materials is but 
one of the hundreds of jobs that a 
crane-boom equipped HOPTO does 
more safely, % o fraction of the time! 
Crane boom, grapple hook, shovel 
buckets and back hoes in a variety of 
sizes and types e« mt the HOPTO toe 
your kind of work Jnits are easily 
interchangeable, Choice of power units, 
or HOPTO may be equipped to operate 
from the power take-off of the truck 

on which ix is mounted. 


(PACK misi PROFIT-MAKING FEATURES 


VNo cable: or chains to get ovt * wighiy fremportoble boom 
of order ot be o hoserd te cores d close-in eo shown 
satety. obove 
Easily interchanged unite Vong, high, deep reach and 
quickly adapt ˙ for hundreds 200" swing give lorge work. 
of uses ing oreo. 

Voie 60° of 6 deep tenth Eaquips you to headle more 
per how in average soils, jobs PROFITABLY o! lower 

equipment invertiment 


In addition io the truch-mounted unit illustrated, HOPTO és available asa 
Srailer unit, sclf-powered or power bey ood operated, as anit for crawler 
tractor mounting, or as a complete self-bowered, self. propelled irach unit. 
Badger alu manufacture a fuil line of Badger Trewchers, 
WRITE TODAY fer complete information on the vait 
(hal beei Nie your commen 


BADGER MACHINE CO. 


How do you do it better? 


+e o ^ « o OR FASTER? 
+. o o o» OR CHEAPER? 


We'd like to know, 
and so would our readers 


Ihe purpose of this department is to pass along the tricks 

of the trade that you, as a builder, have come across or in- 
vented, used in the field, and found practical. These tricks 
range from footings to ridges, from hammers to power 
cranes; the only criterion is that they show other builders 
ways to build better, faster, or cheaper. You are American 
Builder’s main source of these better building methods. We 
urge you, therefore, to send us your ideas. Sketches are par- 
ticularly important. You don't have to be a draftsman, a free 


inf sliding door 
hardware 
...for years 


Sliding door hardware is no sideline 
with us. It's our entire business! Con- 
centration on design and production 
enable us to give you the best hard- 
ware at a low price. Builders say they 
can't miss with Kennatrack. Goes up 
easy, works easy, and lasts a lifetime. 
Reason enough why Kennatrack says 
ín the lead as America's largest exclu- 
eive manufacturer! 


Kennutrac 


SLIDING DOOR 
HARDWAR 


FREE! 


Invaluable, because it 
takes the guesework 
out of selecting the 
right hardware for 
the job. 


Kennatrack Corp. 
Elkhart, Indiana 


Please send free BUYER'S GUIDE to: 


hand drawing is fine as long as it's clear. We'll be very grate 
ful, and if we publish your idea we'll «end you $25 for your 
trouble. Please include the items listed below 


SEND US... 


A brief written description. 


Snapshots, if possible. 


e. 
€ A simple sketch. 
LJ 
LI 


A picture of yourself, and 


your 


Aan TO: 


name ond address. 


HOW TO DO IT BETTER, AMERICAN BUILDER 
30 CHURCH ST., NEW YORK 7, N. Y. 


Here's a sample: 


Anchors door jamb bottoms to concrete 


In work where in- 
terior or exterior door 
frames are to be placed 
in new or existing 
masonry walls with new 
concrete floor slabs, drill 
holes and insert steel 
pins or machine bolts in 
bottom end of jambs 

Paint the ends of the 
jambs with at least two 
coats of paint and set 
the frames so that the 
concrete floor, sill or 
ramp will encircle the 
pins, If the concrete is 
kept from direct contact 
with the bottoms of the 
jambs, the wood will not 
pick up moisture. 

W. E. Lester, 
Roanoke, Va. 
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Every Med n [ oom 
deserves a SANI-FLOR 


stainless 


ADVERT 


For Top Profit... 


SAND! 
FLOORS; 
TWICE! 
AS; 
FAST! 


The Market Place der baying end selling wed 
merchandise, help wanted, positions wanted, and 


other classified listings. stee | 


CLOSET 


Retes—@7.50 minimum fer 40 words or isss. 
for each additional werd. 


1$« 


Display Classified 61. per lach. Reverse plates 
aot accepted. Ne illustrations, No agsney commis- 
sien or cash discount. One esiema cniv —154 
inches wide. 2 inches maximem. Gignatere cute 
eed trade nesmes allowed. 


Acid 


Resistant 
FOR SALE-—N. W 


miles north 
x i 


Florida: 16 
U.S. 231 
rel. 60 ft 
expansion. $30,000.00 
»rded Title 


Edward R 


Fer Both and Toiles | 

Reems ia Nemes, | 
Offices, Motels, Clube, 
Restewents, Theetres. 


and Kk 
cash 
ree uaran 


w 


mappe tee 
youngstowr 


Fi 


MADE wire 2 700 


Astowr 10 


ida 


30 ELEVATIONS—30 FLOOR PLANS 


H "- HOUSTON'8 FABULOUS 
PARADE OF HOMES" 


mp 


HOUSTON HOME BUILDERS ASSN 
Sunset Blvd Houston 5, Texas 


Send Your Classified 
Advertising to 
AMERICAN BUILDER 
30 Church St, New York 7, M. Y 


S$ANI-FLOR in the ideol cleset 

bese for floe covered with 
linoleum, |. esphalt rubber of 
Plastic it provides sperkiing 

«leoni ner nd the base of the 

closet . sotecis Meer and fioo : 
covering egains! saturation, oflemive 

eden end deterioration of Neer cov 

ering. Mode te fit oil mokes end types of bowls, 
Simple, economical te install, Use SANI-FLOR on 
ell yeur bathroom jobs, Write fer literature 


tile 


THE HOLLAENDER MANUFACTURING CO 


Ay 


American Super 8 


For the contractor who wants to do the 
job in half the time—and do the finest 
work— it’s the Super 8! Sands floors nearly 


twice as fast as Standard Machines! 


10-Day FREE Trial 


How To Make 
“You Own Furniture 


w PAY HIGH PRICES FOR FURNITURE? 
Ma yoursetd! Ra r D Mee directions in this big bew 

t b de and tricks of the trade. Everything pou 
ray piecte for every room in the hows 

cost of siore-beught articles 


American 
Spinner 


This teammate of the 
Super 8 keeps up 
the fast pace when 
ou do edges, stairs, 
alls, closets. New 
"D" Spinner with 
powerful new motor 
fastest cutting, 
most efficient 1” disc 
sander. 


Gain 


a wo ly ‘ y 


NDS P. PICTURES mov YOU BUILD | 
b ed in c tail Nearly 400 large, clear erwiap | 
EU Professional methods given 
t selecting proper varietie 
falsing the grain, maining, 
furniture everything peu 


Get best results, greater profits, with 
American from start to finish. For best- 
cutting abrasives—use the all-new Ameri- 
can Super-Speed and American Combina- 
| tion papers. For the finest finish—Ameri- 

| can quality seals, finishes and waxes for 
s | wood, asphalt, rubber, linoleum, all lloors. 


| Send for latest catalog on: 


as nearly tog 


Y save f 
you make 


Neon 


MAIL TODAY 
Simmons-Bearéman Boots Depi. 48.12.55 
30 Chereh ., Mew York 7, . Y 


Please send me for a FREE working trial a copy of WOW TO MAKE 
YOUR OWE FURNITURE. if after 10 days ! am not completely 
éslighted, | will retern the boot and owe ethics. Or, | will beg 
the book sad remit $3.95 plese o few esate for postage sad bhandilag 
a fell payment 


Table 
Joint 
Modern 

t Hed 
Drawers, 
vide alr 


LIS LJ D le 


Meee tent t 
0 9 Aan C 


MERICAN 


$1008 SURFACING MACHINE CO. 


992?**»935*79288920 


THESE BUILT-INS, TOO 


tor Cup Name 
%% Three-Unit 
and Dressing 

LI ioeet Bunk 
Twin Reds with 
a with Beskease and End 
"al Coran Counter 
Kitehen er Bar 
wd e Ab 

Beda 


The 
— 
City State 


SAVE MONEY! Gene $3.95 with poor order and we say postage 
and handling. Same rotera privilege gaaraniesd. Voor money refunded 
M aet satiched. 
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ASK YOUR LUMBER DIALER 
READY HUNG DOORS MADE BY: 


," v 

Beaver Wiwer Coro 
$44 "mont, me. 
Conttol Gusting y fer 

10 „% Mammen w 
Boqeeeqera e Air 
Nonong! Wooden) kas 
P O bes bole 
Soren, mass. 

A W Hoong & Co ias 
. „ dd Mess 
9UPTALO, © v. 

Vie Whitmer sortea C 

M) Marthe w 
€HeCHeMAT Ger 
Asme bass & Dow Co 
%% e Mae 
C Ae OWO 

Tea Witenes jebe Co e 
Ore % er Jea 


Oe 0688 e odo Mo 
GAANO RAPIDO win 
meene Mig Cop 
LINT we tow 
mOoution, AAI 
cee dash & Don Co 
9» O Me the 


(à AMO. CALY 
Ready Hung Dos: Mtg Co 
P005 vior Bed ee 


doc and 


warin ma 
General sito Corg 
328 Jas be 
miw VOOR, M. V. 
ej ^ C» 
va ai 


The Wh.tmer lech Co . 
P a Boe . 

DAM ANTONO. ase 
Coady Mung Dow Oy Co 
Bor M worton Vo See 
OANLA» 9, CAL. 
Reed) rung Door Mg Co 
Ja9Q Parrotoum ys 


[I te Weed Sosceines twr 
[I Paul Park, Mina 
$rRACUM. N. v. 

„ Daas € 


Frank ovans Sach & Oow Co. 
P oO Gos 0 


frame 


ckaged unit complete 


door hung and 


and 


the frame 


ides 


msttull in any 


WORTH 


TEXAS 


How to do it better— 


Chalk line holder eliminates nails 


p Ia X xig" STEEL STRIP 


d 
2 


This chalk line holder for laying 8-inch concrete 
blocks or 8-inch hollow clay tile can also be made in a 
smaller size for laying brick 

You have one of these chalk holders on each end of 
the wall that is being laid up. To change to the next 
course, just loosen the wing nut and roll or unroll what 
ever extra length is required. No hammer or line pin i 
needed and there are no holes to fill in the 
joints 


nortar 
E. Saylor, Underwood 


2X2 STEEL ANGLE 


Form holder for basementiess houses 

When building foundation forms for basementk 
houses on fairly level ground, I use this form holde 
that is made from 2x2-inch angle iron and welded a 
illustrated with pointed ends to make for easier setting 
The width of these tie braces is determined by the width 
of the wall required and the form material used 

Our forms are made of the floor joist material and the 
need for heavy stakes is eliminated because these metal 
tie braces sit as far apart as you would use tie wire 
Slip the tie braces over the form material and pour the 
concrete. After the concrete has set, remove the braces 
and strip the form material. 

A. F. Taggart. Monrovia, Calif 
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America’s Foremost Builders Know the Sales Value of G-E Light Conditioning 


I 
— HN 


N. 
y 


LaGasse Brothers have built more than 300 homes in Sarasota, Pla 
As a result of this experience with G-E Light Conditioning, they're 
using several G-E Lighting recipes in each new home 


LaGasse Brothers Construction Co., 
Sarasota, Fla., reports: 


“G-E Light Conditioning | 
doubled our traffic, 
increased sales 50%” 


This modern, G-E Light Conditioned house was built in South Gate 


bd on, Sarasota, Fla., by LaGasse Brothers Construction Co 


Price ige trom $15,000 to $18,500 


Before their Sarasota homes were G-E Light Conditioned 
LaGasse Brothers had between 1200 and 1500 people at an 
"i pen house 

After using G-E Lighting recipes, traffic jumpe 
And, most important, sales went up 50 

The LaGasse homes include th lifferent appli 

e lighting; accent lighting over a painting 
ind floodlight on the outside t light 
All floor and table lamps were positions 

E Lighting recipes. Florida Power & Ligt 
cooperated with LaGasse Bros one of ny 
ing with builders all over the country helping 
General Electric's light conditioning as a powerful sales cool 


F ore information on how G-E I ghe Conditioning can e F . . ‘ 
: i ; his lighted valance is one of three in the model G-E Light Condi- 
f i & ral s 

hel, ; sell more home write to General I arge ad ham ia fad (lene subdieiel 7 visible edis e 
Lamp Department AB-12, Nela Pa Cleveland 12, Ohi has a strong appeal for wom: 


GENERAL @@ ELECTRIC 
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FACTS ON FIREPLACES 


Now available... 
Donley's new book 
of Successful Fireplaces 
and How to Build Them. 


It includes, cost-saving ideas for 


— 


d . types. 


na are 80 big pages.. .300 illus- 
trations that help you select, plan 

and build fireplaces 

that burn without 

smoking. 

Contains photographs...drawings... 
cautions as well as cures for faulty 
fireplaces, Send 756 today! 


REMEMBER... 
HOMES WITH FIREPLACES 
SELL FASTER. 


THE DONLEY BROTHERS CO. 
13910 Miles Ave., Cleveland 5, Ohie 


Enclosed find 75¢ for "Book of 
Successful Fireplaces ond How to Build Them“. 


Nac. 
Sireet 


ay 
l O 


13910 Miles Avenue e Cleveland 5, Ohio — 
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America's Taste in 


Houses, 1607-1955 


ARCHITECTURE, AMBITION AND AMERICANS, by Woyne 
Andrews, Harper & Brothers. lilustroted, 315 pages, $7.50 


r cover 348 years in 316 pages is to hop. skip and 
jump, which will please many readers whose main 
interest is sure to be in the last chapter 

By the time it is reached, most will agree with Andrews 
that “the most vital American architecture of any given 
time will usuaily be located in those communities where 
the most new money was being made and enjoyed.” 

Where is that today? Andrews says it’s California 
where the population grew by 53.3% from 1940 to 1950 
He calls California “the architectural center of the 
United States in mid-twentieth century." He sees Cali- 
fornia as the main battleground of a great struggle 
between two opposed schools of house design 


The Veblenites 


One school he names after the economist Thorstein 
Veblen, Here was a man who anarled at “conspicuous 
consumption” of luxuries in his famous Theory of the 
Leisure Class. He praised a mechanical conformity to 
logical concepts. His goal was impersonality in all thing 

From this you can guess that Andrews applies t 
term “Veblenites” to members of the so-called Interna 
tional School-— Walter Gropius, Le Corbusier, Mie 
der Rohe, Marcel Breuer, Richard Neutra, Philip Joh: 
son, and company 

The Veblenite house is one that many call too modern 
It is apt to be stark, skeletal, cold, impersonal—gloryit 
in its steel, glass and concrete. There is a precise, en 
gineering use of materials, rather than a loving one 

If you had to pick one American house as a symbol of 
this type, you might pick the controversial Farnsworth 
house by Mies. It's designed for production by machine 

is it designed for living-in by people? 


The Jacobites 


The opposing school Andrews names after the phil 
pher William James, a pretty fair polar opposite 
Veblen. 

As opposed to the eagineering insistence that right i 
right, James could say: "There is no complete generaliza 
tion, no total point of view, no all-pervasive unity, but 
everywhere . . . some genius of reality that escapes from 
the pressure of the logical finger, that says hands off and 
claims its privacy and means to be left to its own life 

Architects who will take no lip from engineerin 
authoritarians, according to Andrews, are Frank Lloyd 
Wright, Bernard Maybeck, Charles and Henry Greene 
Harwell Harris, William Wurster, and compan: 

Here ure designers more concerned with th ature 
of materials, warmth, friendliness, human association: 
the look of shelter (as in a broad, spreading, pitched 
roof, as oppose d to a flat one) 


Who'll Win? 


Andrews doesn't try to say, though he admits that he 
personally is a rabid Jacobite. Of course, building 
wouldn't be the horse race it is if some architectural 
form sheet could pick the winner every time 

On the other hand, Architecture, Ambition and Am 
‘ans may be the most helpful effort yet to analyze tl 
basic conflict in house design today. It won't give vou 
any answers, but it may help you ask some of the right 
questions when you roll out your crystal = and look 
into what you'll be building in the time ahe: 
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Modern Truek Features 
That Mean Business? 


Chevrolet trucks have got it! A full list of modern 
features that mean better business—on the job today 
and at trade-in time tomorrew ! 


When you get right down to it, any truck 
without all of Chevrolet's Task-Force features 
is still living in the past. Why risk losing money 
with an old-fashioned truck —both on the job 
and at trade-in time— when you can get a 
Task-Force model with the industry's most 
advanced features? 


Most modern power — V8 or 6. There's longer life in 
Chevrolet V8's (extra cost in most models). 
With thei 3ort-stroke design—shortest of any 
leading truck— you can count on less friction 


and wear per mile. If you go for sixes—Chev- 
rolet's gas-saving valve-in-head sixes are famous 
for their dependability. All engines are sparked 
by a modern 12-volt electrical system for quicker 
starting and smoother going! 


Most modern comfort and safety features. New efficiency- 
boosting advances like panoramic windshield, 
High-Level ventilation, softer seat action and 
concealed Safety Steps! 

Most modern chassis features. New suspensions; new, 


more rigid frames; tubeless tires standard on 
14-ton models! 


See your Chevrolet dealer for details. . . , 
Chevrolet Division of General Motors, Detroit 
2, Michigan. 


NEW CHEVROLET 
mer Jask-Force TRUCKS 
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accessories.. 


Tow that television seems to have 
become a permanent fixture in 
most homes, builders who are aware 
of ite importance are providing space 
for built-in units in their new home: 
In one of the Parade homes of the 
Houston Home Builders Association 
the fireplace in the living room is 
flanked by two full length wood cup- 
boards. Both of these cupboards are 
divided into equal sections 

The cupboard on the left-hand side 
of the fireplace (which is closest to 
the dining room) was designated for 
the television set. The space for the 
set, a 21-inch RCA model, was al- 
loted to the second section of the 
cupboard. This places the TV set at 
approximately 3' 6" above the floor. 
which is preferred viewing height 

As can be seen from the plate, the 
cupboard below the TV section i» re- 
inforced with 2 x 2 inch braces in the 
corners, to support the added weight 
involved 

A sliding carriage with mechanical 
slides ie mounted on the floor of this 
section. This permits the television 
set to be pulled out or returned to its 
place easily. A ball bearing pivot in 
the center of the cabinet allows the 
chassis to be turned in either direc 
tion, for better viewing from any. lo 
cation 

For uniform appearance, all the 
doors for the full length cupboard are 
hinged on both sides and swing out 
from the center, except for the TV 
cabinet, These doors are supplied 
with continuous piano hinges in their 
center and on the right-hand side 
with both folding on the right side 
In this way they avoid being an inter 
ference with the viewing screen, 

Ihe doors and shelves of this cup- 
board are of 4 inch plywood and 
the top and sides are of - inch ply 
wood. The electric conversion outlet 
for the television set i» located in the 
cupboard, at the top of the section 
that holds the TV set, and well out 
of evervbodv's way 


Designed by: 
Edmund Lengwith-Robert i. King, Architects 
Houston, Texas 


Detailed by 
T. J. Nychey 
Chicage, lllinois 
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You Don't Need 
... An Air Compressor 


Speeding 

progrets of 

drainage 
project 


"10096 Self-Contained” 
GASOLINE HAMMER 


Paving Breakers and Rock Drills 


2000 powerful blows per minute make short work of breaking, 
cutting, tamping, or drilling—keep construction time and 
costs down. Rock Drill models have self-rotating bit—auto- 
maticolly clean holes down to depth of 13 ft. for drilling 
in rock 


and to reduce construction 
time and costs it's SYNTRON 


"Self-Rotating" ELECTRIC HAMMER DRILLS 
ond ELECTRIC HAMMERS 


For fest, easy cutting chio 
ping, pointing er dri ling TI 
concrete. Ten times fester 
then by hoad! 


CONCRETE 
VIBRATORS 


Mass ond form types 
for high speed com- 
pecting end settling 
of large, medium or 
small concrete jobs 


“Belt Driven“ 


ELECTRIC SAWS 


Deliver full cutting 
power te the biede- 
«o bucking % jerking 
when cutting wood, file, 
concrete block, plaster 
boord, etc. 8^ and 10” 
bleades—2-13/16" and 
3A" cuts. 


Write today for complete tool catalogue Free 
SYNTRON COMPANY 
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Plasterers werk on the coldest days, let the heater Small and large operators like the savings of the 
Gry plaster overnight. 10 isaves no off film en 8-100. 12: on heur keeps high-priced men on the 
plaster, jsb withest o break through the coldest dey: 


One small Mater warms thi: Sreem heute, You Brick end tiene mesons tors @ Master on the 
con pour, finish end cure concrete all year long. tcatleld te host maleria! es well as themselves, 
They heel the Mester in & cor iruak, 


Portable Heat at New Low Price 


The new Master B-100 Portable Hearer puts 100,000 BTUs of heat per 
hour wherever you want it... costs only 12c per hour to run, . . burns 
kerosene or fuel oil so completely you don't need a vent 

It's powerful, but tiny. Weighs only 78 Ibs. Fits in your car's trunk. 
Carry it, wheel it through doors, down stairs, up ramps, on scaffolds . . 
almost anywhere you go. Just plug the cord in an electric outlet and flip 
the switch . . . warm air pours out immediately. Circulating air spot-heats 
outside, one heater warms a space the size of a five-room bouse inside 

The Master pays for itself by keeping your men on the job in the coldest 
weather. It takes the heat to them. Don't let the next cold snap cost you 
money, See your Master distributor or write today for all the facts on the 
B-100 and larger models. No obligation. 


MASTER VIBRATOR COMPANY 
355 Stanley Ave., Dayton 1, Ohio MASTER 


FILL OUT THIS COUPON FOR FREE FOLDERS 
Master Vibrater Company * 355 Stanley Ave. * Dayton 1, Ohio 


Please send me, without obligation, facts about 
low cost, portable heat and the 


[ ] Small Master B-100 Portable Heater 
[] Larger Master Portable Heaters 


Discounts... 


(Continued from page 23) 


mortgage funds are short.” His an- 
ewer: aggressive merchandising and 
salesmanship at the investor level. 
“Builders will have to be better 
merchandisers in 1956," warns 
Charles C. Babcock Jr. of Miami’ 
Babcock Co. In his area, he finds the 
big stumbling block will be to obtain 
property suitable in price for resi- 
dential construction. The price situa 
tion is further aggravated, in his 
opinion by labor and material cost 
Taking a completely different tack 
is Kimball Hill, Arlington Height 
III., builder, who during the past twe 
years has built over 1,000 low to 
moderate-cost houses in an area 
where the residents recently voted 
in a city government. He feels build- 
ers should adjust “their geared-up 
operation to conform to a normal 
declaration that will result from one 
of, if not the lowest, family-forma 
tion years since the depression.’ 


Need for trade-in financing 


Frank W. Sharp, of Houston 
whose Sharpstown project 
launched toward its goal of becom 
ing the nation’s largest ngle de 
velopment, proposes that the govern 
ment work out “a sound financing 
plan by which older house uld be 
traded in on new houses without a 
down payment.” If this were to be 
done, Sharp estimated “we have ses 
eral thousand customers availabl 
now for new house . . enough to 
keep building crew : for at 
least three years 

‘Combined with more liberal credit 
approval, somewhat like that pr 
vided under Title I, such a plan 
would result in a general upgrading 
of living conditions for the Amer 
an people." 


Community facilities 


Several builders insist their main 
problem in 1956 will be communit 
facilities. Subscribing to this view 
John D. Harrison, former president 
of the Builders Assn. of Metropoli 
tan Detroit, says that “ne ilding 
lots can only be produced by platting 
raw acreage in areas, broadly speak 
ng, where there are n ting 
schools or echools are alread ! 
crowded Also planning fficia 
hesitant to approve new subdivi 
plats because of lack « adequate 
sewer and water facilit Parks, 
recreation areas, police and fire pro 
tection also must be provided 
'ommunities which are already over 
taxed and are frustrated as to how 
these facilities can be obtained 
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Insure your profits If some building terms 
by using this new PUZZLE YOU... 
estimating guide... 


e |... this is a book 
Good you need! 


By 
for any Herbert R. Waugh 
locality 


and 
Nelson L. Burbank 
€ 


Former instructors in con- 
struction and building 
trades, Bridgeport, Con 
necticut and Cincinnati, 
Ohio schools 


422 PAGES 


OVER 12,000 
TERMS 


HUNDREDS OF 

ILLUSTRATIONS 
BEING SURE of the correct 
meaning of any building 
term m often ean 
money to youl And with 
many thousands of such 


terms in use, not even the 


2 e 00 mosi experienced can be 


ostpaid positive regarding the meanings of them all. The only sate 
at NO EXTRA p guard ia to turn k 


| an accepted authority. 


" v ! uch authority may be a regular dictionary, yet not even 
CHARGE get TW. he standard help in Webster's Unabridged will you find many oí the terms 
|| whic! re nstantly cropping up in the building industry 
Companion for contractors t is why the authors, Waugh and Burbank, who knew 
and estimators. Dur- that they nd their fellow teachers needed 1 specialized 
, » * * | ook of definitions, decided tö compile one. Then, while talk 
Vest I ocket ing 40 years, over ing to contractors, builders and architects about the project 
Esti t 130,000 copies have it was discovered that they, too, needed it just as badly. The 
;stimntor been sold in its many result is The Handbook of Building Terms and Definitions, 
" "La product of many years of painstaking research, compilation 

editions. This new md careful crosscheckina 
] edition was revised The Handbook of Building Terms and Definitions is a com 
from cover to cover and includes information on pact, desk-size book approximately six by nine inches. Tho 
new and modern materials, tools and methods. part of speech and correct pronunciation ts given for each 
- - : 7 he word. At the low price of only $5.00 postpaid, this is a book 

No builder can afford to be without it if he wants 


which no one in the building industry can afford to be with 
to compete in today's price battles, yet protect his out, Order your copy today on the coupon below. Full refund 


fit | will be cheestully made if you are not completely satisfied 
profits. | that this book will prove useful. 


AMERICAN BUILDER BOOKS AMISS| mm ecce cce L LLLA 


Ne 4 | | AMERICAN BUILDER BOOKS ! 
30 Church St., pw York 7, N.Y. | į Í 
; 90 Church St., New York 7, N.Y. i 
] enclose .. Send ........ copies of Building | j i enclose remittance of 55.00. Please send me post ad one copy Í 
Estimators Reference Book with a Vest Pocket Estimator 170 I pA Mera ee wi S l 
for each copy ordered. | I within that time lor tull retund i 
Name - ers ebe ad 1 ^ | | Name m | 
! | Address 

Address Í 
City. zone, state i 

Town. Zone, State 
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| 
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TODAY'S SCHOOL CRISIS... 


(Continued from page 79) 


The construction of the Broom 
Edgelea school in Lafayette; Ind., in 
21 days at $18,444 per clasroom has 
received enough publicity to alert 
home builders all over the nation, In 
schools as in home building. prefab- 
rication no longer implies “tempo- 
: Ec rary” or “demountable.” as it did in 
Brand-conscious buyers, shopping for a A 
home, look for and prefer nationally-adver- E long and honorable history of pre- 
tised fixtures, hardware and appliances. In a fabricated temporary structures since 
home beyond the mains, the right name on EM | before 1900. 
the water system can spell the difference E 3 The builder must take an active role 
between “no sale" and a handsome profit. . if only in self defense. “Builders, 
You will have faster, easier beyond-the- | keep out," some "towns say. Others let 
mains sales if you specify Myers Pumps for j $ | the builder in and try to unload on 
the homes you build. Myers is the pump him the cost of new community fa- 
line with the extras you can merchandise cilities, because local taxes are so 
for profit. tight. 


The tax burden 


So before a builder thinks of oper 
ating in the school field, let him op- 
erate hard as a citizen first. Of the 
$32 billion mentioned before as the 
eum needed for school construction, 
only $5.8 billion is potentially avail- 
able under current laws limiting 
bonded indebtedness, according to 
the National Citizens Commission for 
the Public Schools, Traditionally we 


U i ! > e 
EXTRA QUALITY — Top design and engineering, the best in mate- ne ORAE d». feti fedi ean 


taxes to finance schools, eked out by 
state aid and federal contributions to 
school lunches, vocational education, 
EXTRA FULL LINE — Whatever your building requirements, you'll Em -— " n t 
find the right pump in the Myers line. It includes jets, m to the — rea down. 
plunger type, submersibles, centrifugals and sump pumps 2 - 14 or e Me MP 
la tuli range of capacities sadi amd. tioned the innumerable local authori- 


ties who try to maintain independent 

EXTRA ADVERTISING — Consistent national advertising in Amer- school systems on taxes from assessed 
ica's leading home and farm magazines is keeping the valuation of real estate— usually 

Myers name a leader in the minds of prospective home homes only, since most "bedroom 

buyers. Watch for Myers ads in Better Homes and Gardens, sburbs” have no industry and little 

American Home, Household, Small Homes Guide, Home local commerce to levy on. The 
Modernizing, Successful Farming, Capper's Farmer and other builder can lend his weight to such 

leading publications. programs as metropolitanization, the 


combination of distinct communities 
EXTRA SERVICE —AII Myers dealers, including plumbing and to provide community facilities, with 
heating contractors, stand behind every Myers pump with an eye to including local industry 


which benefits from extra-city light 
taxation. 


rials and workmanship backed by a straightforward war- 
ranty unsurpassed in the industry. 


fast and expert service. Myers dealers are factory-trained 
in service procedures. 


of new types of taxation, as well a: 


| 
| The builder can also push studie 
1 the new types of construction. Bond 
WATER SYSTEMS. issues take different form when the 
POWER SPRAYERS AND WATER SOFTENERS ^ | building is less expensive. flexible. 
ad 


è easily added to for future needs, Our 


Send today f * 4 folà fe M half-empty large old buildings left 
8 ^ or an illustrate: older covering the yets hi . 2 d s 
F R E E l — mena Y ine of pumps and water systems. Includes | behind in blighted areas as the people 
capacities, pressures, recommende 7 — ond ener * | moved to suburbs. If crowded, these 
intormation. Mail coupon to: e yers & Bro. Co., pt RER : NUN 
AB-8, Ashland, Ohio. [n Canada: Dept. AB-12, 127 Frederick Street, buildings cannot be given addition 
Kitchener, Ontario. | easily. Far better, for the near fu- 
N ture, ia the less pretentious structure 
- | with «pare land included for addition 
| of the new popular «self-contained 


| 


City i | schoolroom unit, with lockers and 


Street... 
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pere 
he shut 

His 

door 


to new 
customers! 


A few years ago his firm was kept pretty busy by its 
regular customers. So one day he decided, We've got all 
the business we need — why look for more?" 

Today he's out of business. He just wasn't aware of this 
vital statistic: 1595 of most firm's customers turn over each 
year. Multiply this by 7 and see what can happen 

It's downright risky to count on today's customers for 
tomorrow's business. Few can afford to stop adding new 
customers on a regular basis. But first you have to find 
them .. and that's where Dodge Reports come in. 

Dodge Reports tell you all you need to know about 


— 
Timely, accurate, 
daily construction 
news service in the | 
37 eastern states - 
- Name 
i Company 
| = Address 
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marketing area. Our stake in the business is in— 
C House construction [] General Building (not houses) 


potential new customers right in your own territory. 
These daily reports give you their names, show what 
they're in the market for, tell where to reach them and 
when to see them to close the business. 

These people are going to be customers for someone 
. . hy not for you? 

We'd like you to see some Dodge Reports covering 
construction in whatever area you do business and will 
include our new booklet telling how men in your line use 
Dodge Reports to land profitable new customers. 

Just mail the coupon today. No obligation, of course. 


F. W. DODGE CORPORATION 


Construction News Division 


Dept. ABI255, 119 West 40th St., New York 18, N. v. 
Please let me see some typical Dodge Reports on current selling opportunities in my 


[7] Engineering construction 


e o mmt oim 
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BUILDERS FACTS 


ON 


MIRACLE-WOOD 


add Wer 


The wood filler that will readily ac- 
cept a stain and can be painted over. 


Workable as wood! 


ulld 


The wood filler that will not shrink 
and ean be power sanded to a paper 


edge! 


MIRAN OOD 


The wood filler that dries — with- 


out crumbling and can be planed! 


MIRAGIEEWOOD 


e 
| | By Fine Wir» 


\ / Migacue Woe D 


nr" 
% Saves 


The wood filler used to smooth grain 
in plywood and other 


irregularities 
wood ! 


Packed in K, , 1, 4 and 8 Ib. cans. 
introductory display offered. 
rite, wire or call for catalog sheet 


Special 


and price lists today! 
Several Sales Territories Available! 
NEWTON 


MANUFACTURING CO., In: 


I 


toilet facilities and 


doors 


access to out 


The job ahead 


The present school age population 
of 28 million will be 48 million by 
1965. Ten billion dollars was spent 
on education in 1950, but $17 billion 
was needed. Ai present rate, $15 bil- 
lion will be provided in 1960. but 
$22 billion will be neeeded, accord 
ing to Professor Harold F. Clark, of 
Teachers College, Columbia Univer 
sity. The National Citizens Commis. 
sion figures it will cost $13.5 billion 
per year until 1965 onlv to meet the 
needs of changes in population; $17.1 
billion if expenditures per pupil were 
increased to make the national aver- 
age equal the level of New York 
State in 1954; $19.2 billion if ex- 
penditures rose to $400 a year per 
child, now a high local standard: 
$14.7 billion if expenditures in states 
now below average were lifted to 
present national average. And thi 
sum would claim only 3% to 6% of 
! the increase ín national product. 


The money is there 


We can pay for all the schools now 
needed, and more. The gross national 
product is $355 billion a year. Dis 
posable personal income, left to spend 
after personal tax payments, is at an 
all time high. By 1965 the gross na- 
tional preduct should be $525 billion, 

44% increase over last year. 

Clearly, a way must be found to 
apply the funds that could be avail. 
able, The National Education Asso- 
ciation, the organization of teachers 
calla for a Federal Aid program. The 
average percentage breakdown of the 
total school dollar last year was 2°% 
from the federal government, 61°, 
local, and 37% from the states. Dela- 
ware provided 89% of local school 
funds; New Hampshire and Nebraska 
state government 5% or 


les 


provided 


Finding the money 


Last October the state of Missouri 
approved a new public school foun 
dation plan and, by referendum, a 
cigarette tax of 2 cents a package to 
finance it. This will increase the state 
contribution from $45 million a year 
to about $70 million. During the last 
| legislative session at least 28 states 
enacted one or more forms of new 
or increased taxes for general pur- 
poses, including schools. 

The argument for broader support 
of schools is presented by Dr. Finis 
Idleman, Connecticut Commissioner 
of Education: "Neither wealth nor 
productivity is geographically asso- 
ciated proportionately with the school 


population, With local tax sources 
largely confined to real estate and 
with real estate wealth so unevenly 
distributed among taxing units 
nothing could be more unfair than to 
demand that each district 
carrv its own financing (NEA 
Journal, Oct., p. 397.) 

In preparation for the White House 
Conference on Education, Nov. 28 
Dec. 1, various state conferences were 
held, with delegates appointed by the 
governors. In New York a “grass 
revolt” cast aside the ofhcial 
nd called for 
increased Federal aid In view of 
the grave educational crisis the states 
and localities cannot meet, we call 
upon the Federal government to help 
the states adequately to meet the 
crisis, but insist upon retention of 
state and local control—an es 
American traditior 


achool 


roots 


committee's resolution 


sential 


St. Louis HBA on record 


An example of organized builder 
cooperation in community affairs i 
the endorsement of a $39,712,000 
bond issue by the Greater St 
HBA 

President Gene 
“We as home builders fully 
the necessity of project planning for 
community welfare. Specifically, we 
are aware of the need for improved 
and expanded community facilitie 
and essential services We are 
all at a point today where we must 
think about making the county 
ter place to live and work 


Loui 
V escovo stated 
realize 


1 bet- 


Call for increased base 


A resolution that may become his 
toric was passed by the New Jersey 
HBA on Nov 4. It called for a State 
study commission to consider broaden 
ing the present tax base through crea 
tion of a Metropolitan School District 
encompassing all New Jersey munici 
pal schools. The plan was outlined by 
Richard D. Hudson, retiring president 
at the seventh annual meeting 

Under the plan, industry would as 
sume a share of the school tax load 
now borne by residential property. In 
dustrial taxes would be 
assessed valuation and number of em 
ployees, "since the workers in indu: 
try are often the people who create 
the need for additional school 

At a panel on community facilities 
Dr. Charles Boehm, school superin 
tendent in Bucks County, Pa. ex 
plained a "master school site plan," 
used to cope with rapid growth of 
Levittown and Fairless Hills to 100, 
000 in four years. Land is reserved for 
public use until a County Planning 
Commission asks the local school 
board to take over the site 
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based on 


CONTRACTORS! 


| Finish Your 
'Cold- Weather 
Jobs ON TIME 


|e «+ with 


| Handy 
SIMPLEX 


PORTABLE 


HOT BLAST HEATERS 


You'll save the price of a SIMPLEX 
the first year . Speeding up drying 
of plaster, paint and varnish, keeping 
workers more comfortable, preventing 
Íreeze-ups—keeping work moving in 
coldest weather 

| Smokeless, sootless, the HOT BLAST 
generates an intense blue flame on a 
mixture of kerosene and compressed air 
like a blow torch. Highly efficient, 
lightweight, sturdy, easily portable. Com- 
pletely safe. Automatic Shut-Off control 
stops fuel supply if flame goes out 
See your Builder's Supply Dealer 
write for details and prices 


WESTERN METAL SPECIALTY 
Division Western industries, Inc. 
Dept. A, 1211 N. 62nd St., 
Milwaukee 13, Wis. 


or 


TRESTLES WITH 9 HEIGHT ADJUSTMENTS 


FOR FAST MASONRY CONSTRUCTION, mason contractor L. Hubbard of Euclid, Ohio, 
uses new “Trouble Saver” Putlog Trestles on a project for Joe Miller Homes 
Co. The new Putlog Trestles are 5-long and provide nine height adjustments, 
ranging from 4° to 6’, Masons set each Putlog on the top course, then brick 

laid over them. Putlogs are pulled out of the wall and adjusted to new height 
as the job progresses, When a pin is removed, the new Putlog Trestle swings 


| down flat for easy storage or shipping 


THE STEEL SCAFFOLDING COMPANY 


onstruction detalis irom foundation to finish, with hun- 
dreds of photos and easy-to-follow scale drawings. 
One-eighth inch drawings of two modern houses included. 
Conforms to building requiations everywhere. A standard 
quide for altering stock plans or remodeling. Fourth revised 


edition. 


SEND NO MONEY T. 


dissatisfied.) 


AMERICAN BUILDER BOOKS, Dept. AB1255 
30 Church St., Mew York 7, N. Y. 


DECEMBER 1953 


WORKING 


ond answers fo 


OVER 2,000 


Examine Free 


American Builder readers need not send money to get 
this book. After 10 days. remit $4.95 pius postoge: other 
wise return book and owe nothing. (To save postage. 
remit with order. We refund your money in 10 days if 


TRIN, EV ergreen 3-5510 . AB 856 Humbold! Sireet, Brooklyn 22, Mew York 
| Seve Time end Money ees Avoid Mistakes . . . Use 


YOUR SIMPLIFIED 
EXACT CARPENTRY ESTIMATING 


HERE IS EVERYTHING YOU NEED to know to “take 
off” a bill of materials from set of plans and specifica- 
tions for a frame house. Saves you time figuring jobs, 
protects you against oversights or mistakes that waste 
materials and cost money. Nothing complicated—just 
use simple arithmetic to do house carpentry estimating 
with this easy-to-use ready reference handbook. 

CONTENTS: Estimating Fundamentals, Foundation 
Material. Framiny. Exterior Finish. Hardware, Build- 
ing Information. Estimating Short Cuts. Labor Hours 
per Unit of Work. Carpentry Mensuration. Mathemati- 
* Reference Tables. Stair Estimating. How to Plan a 

ouse. 


BUILDING 


1950. 5th Ed. 304 p. 123 illus. 60 tables. 5x8. $3.75 
QUESTIONS | ~ E caca Eh 


E aes BE wo 


| pees EXAMINATION COUPON | 
Hmmeam-Beardman Books, "n". AB1155 


% Church Si., Mow York 7, 

E esse send me @ copy ol Simplified Carpentry 

i uno m M efter $ dove "inl | am net fully 
setisfted, I'll coturm it ond ewe "cx, d Other. 

Í wise i'll keep the boob book and send plus e 

s fer pestoge and handing in full pay- 


Deis 


Save. Send $9.75 UD sv andis We * 
pestege, handing. Seme iviel terms. Í 


— . — — 


City 
m 


SIMPLE STEPS for 
faster, lower cost fin- 
ishing of concrete or 
masonry walls with 
wallboard or wood. 


=N) 


Gemco Anchor Nails have 
ample strength to hold 
sidewall loads in place 
securely. Easy to install, 
Anchoring is sure, safe, 
permanent. Great time- 
and money-savers! 


Tuff-Bond General * 

Purpose Adhesive bonds the 

anchor nails securely to concrete or 
masonry; super-strength; waterproof. 
Also Twff-Bond Quik-Set for fast bonding 
to smooth surfaces. 


GOODLOE E MOORE, Incorporated, 
Danville 36, Illinois 


Please send details and prices on Came 
Ascher Nails and Tuff-Bond Adhesives. 


NEWS (continued) 


Industry home improvement drive 
may lead to permanent FHA Title | 


Operation Home Improvement--— 
the big 1956 campaign of the home 
building industry to instill in owners 
a desire to take as good care of their 
homes as they do of their other 
possessions-—may lead to establish- 
ment of a permanent Title I pro- 
gram in the Federal Housing Ad- 
ministration. 

Commissioner Norman P. Mason 
told 73 industry representatives at 
& New York OHI meeting sponsored 
by U. 8. Plywood Corp. that FHA 
will recommend this action to the 
incoming Congress, and also urge 
that Title I home improvement loans 
be extended both in dollar limit and 
repayment time. 

OHI is sponsored by the Chamber 
of Commerce of the United States, 
many manufacturers and trade asso- 
ciations, who beginning January 16 
will unleash a large volume of pub- 
licity and advertising in national 
magazines, radio, television and 
special newspaper supplements. The 
seal and slogan in the adjoining 
sketch is expected to be used re- 
peatedly throughout the year. 


30 million units by 75? 


A minimum of 30,000,000 new 
dwellings between now and 1975 will 
assure a continued strong market 
for the construction industry. 

That's the pre- 
diction made by 
Dr. Neal Bow- 
man, staff speaker 
for the National 
Association of 
Manufacturers at | 
the 48th annual 
convention of tho 
National Associa- 
tion of Real Turley 
Estate Boards in New York. NAM 
economists have found, he said, that 
record population growth would ex- 
ercise continued demands on builders 
to step up the construction pace of 
recent years. 

Clarence M. Turley, St. Louis, 
was named president, succeeding 
Henry G. Waltemade, New York. 

FHA Commissioner Norman P. 
Mason told delegates their best 
“extra-curricular” service would be 
to lead a concentrated effort to re- 
claim failing neighborhoods. “It has 
been estimated,” he said, “that a mil- 
lion American homes slip into the 
slum category each year.” 


OHI seal, wit’s slogan 


Name ‘Center’ architects 


Architects have been named to 
design the initial 25 homes in Home- 
style Center Foundation Inc.’a re- 
search village to be built in Grand 
Rapids next year. Opening is planned 
for January, 1957. 

Plans for the $2,000,000 center, 
which will ultimately consist of 50 
fully-furnished and equ:pped houses 
in moderate to luxury price ranges, 
were announced eariy this year by 
the National Association of Home 
Builders. Nine omes are to be built 
in 1957 and eight each in 1958 and 
1959. After completion of the 50 
homes, ten will be replaced yearly. 

Architects will be captains of a 
four-man design team designated 
for each house. An interior designer, 
landscape architect and builder from 
tle same region as the architect 
will complete each team. 

The architects, as announced by 
the center's design committee are: 
R. Buckminster Fuller, Geodesics, 
Inc., Raleigh, N. C.; George Nelson, 
New York City; Alden Dow, Mid- 
land, Mich.; Robert Little, Cleveland; 
Eliot Noyes, New Canaan, Conn.; 
Eldredge Snyder, New York City; 
Royal Barry Wills, Boston; Har- 
well H. Harris, Austin, Tex.; John E. 
Dinwiddie, New Orleans; University 
of Illinois College of Architectural 
Engineering, Urbana, III.; Carl Koch, 
Cambridge, Mass.; Paul Rudolph, 
Sarasota, Fla.; A. Quincy Jones and 
Frederick E. Emmons, Los Angeles; 
Painter, Weeks and McCarty, Knox 
ville, Tenn.; Ralph Rapson, Univer 
sity of Minnesota; Kazumi Adachi 
Los Angeles. 

The homes are to depict urban, 
suburban and farm living, pertaining 
to their region, location and climatic 
conditions. 
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oe + BY ANY STANDARD 


Whitt inthe bag 
WET in the mix 


There are so many places where it is better to use Trinity 
White. It is a true portland cement with the “greys” 

and “off-color casts” eliminated. Use it for architectural 
units; stucco; terrazzo; or any other job where appearance 
i» important in good concrete. 1f your dealer does not 

carry Trinity White, write us direct. 


A product of GENERAL PORTLAND CEMENT CO, 
CHICAGO « DALLAS « CHATTANOOGA » TAMPA » LOS ANGELES 


'! Trinity White 


PORTLAND CEMENT 


TEM gt 
E — 
— 


Successful Builder Cuts Heating Installation Costs 
Baseboard 


Nat Siegel, Long Island builder, cut heating 
installation costs, improved quality, efficiency 
and salability by selecting VULCAN TRIMLINE 
for his 200-home development at West Bright- 


waters, L. I. Here's how he did it: 


€ tess materiais used becouse TRIMLINE requires 
fewer parts (one-piece bock and top) 


€ Simple method of installation saved man-hours — 
fewer joints, less fittings ond cover snaps on — 
quick! 


€ TRIMLINE is 1-8-8 rated for top efficiency, a vital 
selling factor, seal of approvol 


Learn How You Con Cut Your Costs With Trimline / | * 4l 


Write today for VULCAN's free Cotolog 54 that tells you Nat Siegel, president "m TRIMUNE — at 200 
how you con cut installation costs FERN HOMES, Brightwaters, home development by 
t à long Island, FERN HOMES. 
Originators of Fin-Tube and Baseboard Radiation in America 


the VULCAN Radiator Co., 775 Capitol Av: Hartford, Conn 
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PROVEN BY YEARS OF LEADERSHIP 
the most accurate and durable 
rule you can buy... 


No. 066 illustrated above is — 

ACCURATE because . . . rust-proof 
triple-locking joints eliminate end-play 
every rule must poss many rigid inspections 
during manufacture, DURABLE because . 
brass strike plotes prevent wear . . . select 
straight-grained hard maple sections resist 


FOR EXTRA HEAVY 
DUTY AND INSIDE 
MEASUREMENTS 

Mes oll of the "Red End” 
feotures, PLUS 50% thicker 
sections for extra. strength 
end solid brass extension 
with block filled figures for 
inside measuring. 


HYDRON with HANSEN ogee 


TRIP-HAMMER 


ACTION 
MAKES HANSEN 
“Beat for 
actes 


breckage . bold figures STAY easy-to-read 
becouse they are embedded right into the 
wood ond ore further protected by tough 
clear plastic 


suv [YEKIN 


TAPES * RULES * PRECISION TOOLS 
FROM YOUR HAROWARE OR TOOL STORE 


THE LUFKIN RULE CO., Saginaw, Mich. 
HS Lefeyotto Si, Now York City © Barrlo, Ont. 


341 


HANSEN ALSO TACKS. . ° 
INSULATION .. BUILDING PAPER 


2» SCREENS ... CORNERITE... 
METAL LATH . . . CEILING TILE 
. « MASKING MATERIALS... 


SAVE TIME 

STEPS. EFFORT 
* MATERIALS - 
WITH HANSEN 


36 MODELS 
BO STAPLE SIZES 


A. L, HANSEN MFG. CO. 


— 
os RAVENSWOOD 


AVE CHICAGO 40 ILL 


Where do you fit? 


FOR “STANDARD HOUSE” 


NO STANDARD PRICE 


How much does it cost to build a 
standard house”? According to an 
FHA survey, based on July 1 build 
ing costs, the price can vary by 
much as $3.000. Here’s the cost of a 
standard house” in 70 cities The 
‘standard house", by FHA definition 
is a one-story frame structure of 897 
sq. ft., excluding lot, heat, basement 
garage, porch or landscaping 


Cleveland, Ohie 
Springfeld, Ml. 
Buffels, N. Y 
Chicago, 0 

Des Moines, lewa 
Milwaukee, Wis 
Man folis, $. D 
Rene, New 
Columbus, Ohie 
Si. Louis, Me, 
Cincinnati, Ohie 
Grand Repids, Mich 
Minneapolis, Minn 
Pittsburgh, Pe 
Pargo, N. O 
Omeha, Neb 
Louisville, Ky 
Aibequerque, N. Mex 
Shreveport, le 
Chorlestoen, W. Va 
Albany, N. Y 
Kansas City, Me 
Hartford, Conn 
Detroit, Mich. 

San Francisco, Calif. 
Besten, Mos. 
Seattle, Wash. 
Sen Diege, Calif 
Salt Lake City, Vieh 
indionepeiis, ind 
Tepeke, Ken. 
Pertiond, Ore 
Camden, N. J 
New Orleans, le. 
Providence, R. I 
Wilmington, Del 
Secramente, Calif 
Jemoice, M. Y 
Newark, M. J 
Beltimere, Md. 
Casper, Wye 
District of Columbia 
Boise, idaho 
Burlington, V! 
Jacksonville, Fla 
$pekone, Wok 
Philedelphia, Pe 
Richmond, Vo 
Miemi, Fle 
Tompo, flo. 

Son Antonio, Tex. 
Lubbock, Tex 
este, Tex 
Denver, Cole 
Benger, Maine 
Jackson, Mise 
Lite Rock, Ack 
Monthestor, N. H 
Tulse, Okie. 
Atiante, Ge 
Dalios, Tox 
Cherlette, M. C. 
Leng Beech, Col 
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take a good look at SUGAR PINE 


ao Po fa” 


one of 10 woods from the 


WESTER N PI NE region | 


Light-weight, strong, little shrinkage, workable, nail- 
able, soft and uniform-textured, light colored—Sugar 
Pine fits all these specifications! Most versatile of all 
softwoods, Sugar Pine fills the bill for everything from 
house construction to foundry patterns — piano keys 
to stadiums! 


Sugar Pine comes in 3 select, 5 common, 4 factory 
grades. it's in good supply and available in straight 
or mixed cars together with other woods from the 
Western Pine region! 


IDAHO WHITE PINE 
PONDEROSA PINE 
SUGAR PINE 


the Western Pines 


the Associated Woods 


get the facts 


to help you sell SUGAR PINE 


Write for the FREE illustrated booklet to 
WESTERN PINE ASSOCIATION 
Yeon Bidg., Portiand 4, Oregon 


EF" n o Registered Trademert 
, @ the Westere Pine Assacistion 


DECEMBER 1955 


Sr 


another 500-home project 
installs money-saving 


1 
® 


FIBRE 


Dunhurst Heights, near Chicago, Iil. 
A $00 unit project with PAH Prefab- 
ricoted Homes, Miller Brothers, heat- 
ing contractors. 


Economical SONOAIRDUCT Fibre Duct u mace espec- 
lolly for gos ond oil fired perimeter heating systems 
where the duct is to be encased in dense aggregate 
concrete. Designed to comply with F. H. A. Minimum 
Property Requirements. 2" to 36” LD., up to 50’ long. 
Aluminum foil lined. Fits all standard metal elbows, T's, 
registers, etc. Widely used ond approved. 


For complete information, write 


Sonoco 
PrODUCTS 
COMPANY 


CONSTRUCTION PRODUCTS DIVISION 
HARTSVILLE. S. C. — MAIN PLANT 
LOS ANGELES. CAL. MONTCLAIR, M. J 
$998 SOUTH WESTERN AVE. 14 SOUTH PARK GTREET 
AKROM, INO Ld BRANTFORD, ONT. . Mexico, D. P 


Tucrease your Cerocu-Hacus 


with these practical books covering 


all phases LIGHT CONSTRUCTION 


ESTIMATING 


2. SIMPLIFIED CARPENTRY ESTIMATING” 
By J. W. Wile» and C. M. Rogers 


Everything seeded te tate of o bill of materials 
trom e vet ef plom end specificotion fer @ treme 
house Meny helplul tebles and short cuts thet tim 
plily the wom. $3.75 


3, BUILDING ESTIMATORS REFERENCE BOON 
VEST POCKET ESTIMATOR 
ty Freak 8. Welker 


fwe companion beets conteining lotes! estimating 
and cost date om everything the! gee: into e heveo. 
Most complete evaileble. $12.00 


4. CONTRACTOR'S MATERIAL LIST 

A 10 column take of form fer complete listing of mo- 
terials and laber costo. $1.00 

J. SPECIFICATIONS 


Poll set ed detailed howto specifications (ond item 
indes) with spaces for inserting pertinent descriptive 
dete. $.50 


BRICKWORK & 
MASONRY 


&. ART OF BRICKLAYING 
7 J. . Roy 


Basic "T | rob instruction. Many illustrations, 
— ty speciel ecafolding ond coment block chop- 
ter. $4.00 


7, MASONRY SIMPLIFIED VOL. I 
IToole-Materiale-Procticol 


8. MASONRY SIMPLIFIED VOL. I 
iPractical Construction) 
By Dolzell end Townsend 

Practical masonry procedures in the verievs phases 
of conetructioe tram concrete terms to fireplaces end 
septic lenhe. Includes discussions of new produch 
euch os oe blecks, waterproof mixtures end ^ 
wleting blecke Bech vel. $5 00. "hose 4% beth. 


HEATING & 
PLUMBING 


9, HEATING, COOLING AND AIR CONDITIONING 
WAMDBOOR 
Hendy reference menvel end practice! inetrvction 
book, 704 pegen 35! illustrations. $4.00 
10. WOW TO DESIGN AND INSTALL PLUMBING 
By A. J. Matthias, Jr: 


Overy step la the design and installation of the 
Clumbing tem to fulfil blueprint requirements end 
epecifcations, $4.28 


ELECTRIC WIRING 


Tt, INTERIOR. ELECTRIC WIRING AND ESTIMATING 
Oy Ubi, Nehen & Ovalos 
Mow-*e-do-I! boek of wiring end estimating. $4.25 
12. WESTINGHOUSE HOME WIRING HANDBOOK 
by A. C. %% 


Cuide ler pleasing wiring of moderate priced hemes. 
* emphasis on te, efleciivenen and eMciency. 
1.00 


1. RICHEY’S 
REFERENCE 
HANDBOOK* 

Dy H. G. Richey 


Fer construction engineers, erchitects ond 
builders. Here, in one handy velume, is o 
whele library ef infermation covering all the 
building trades. Twenty-three chapters, over 
400 tables, $44 drawings ond o 10-poge 
index, A completely new kind of handbook 
viressing actual building practice and what- 
teo-use end  how-to-de-i! instructions, An 
Americen Builder publication cold en a len- 
day inspection privilege (see coupen) 


1600 pages—-$9.95 


PLAN BOOKS 


13. HOMES FoR LiVINO* 
by Samve! Paul, Architect 

While designed tor prospective homeowners ia the 
“dreaming” siege, builders find this book wseful as 
€ sovrce ef ides end tions to customers 
Sketches and detailed oor plone for 80 houses in o 
wide variety èf populer styles, divided inte three 
enero! price brackets eccording te family income 
omolete plom end specifications lor these houses 
ere cle eveileble. $3.95 


14. SUNSET WESTERN RANCH HOUSES 


Autheritativa beck o^ the Caolifernia ranch heve, 
with therevgh pictorial descriptions, ground foor 
ond site drawings. $3.00 


19. DUPLEX AMD APARTMENT HOUSES 
by J. W Lindstrom 


Fleer plen sketches end brief descriptions of 35 dw- 
pienes, !! four-epertment buildings, ond five larger 
enes ranging trom sin te twelve apartments, $1. 


MISCELLANEOUS 


22. PRACTICAL ACCOUNTING AND COST KEEPING 
FOR CONTRACTORS 
by Frank f. Welker 
Complete instructions end examples showing proper 
methods of keeping time and compiling costs en cll 
closes ei construction work. $3.00 


CARPENTRY & 
BUILDING 


16. MOUSE CONSTRUCTION DETAILS* 

Wy Nelsen L. Burbank 
Exect working ouide ter every detail of houte con 
struction from lovadetion to Anish. Tells dimensions 


materials, processes and en by sep working methods 
$4.95 


17. HOUSE CARPENTRY. AND JOINERY* 

Oy Nelsen i. Burbank 
Every sep in carpentry in end erovnd the house 
cleerty explained end illustrated. Covers every job 
from fovadotion te interior trim. $475 


18. HOW TO BUILD CABINETS FOR THE MODERN 
KITCHEN® 
By R. P. Steve 
New book gives step. by step dire 
b. p ters ond ides deto 
ings making every type al cob 


19. FUMDAMENTALS OF CARPENTRY 
ty W. E. Durbaba 


Complete house corpentry in twe volumes, An ov! 
standing velve. $8.00 


20. THE STEEL SQUARE 
Oy Gilbert Townend 


Instroctions in tundementels plus step-by-step hover 
construction probleme solved by proper ves! squere 
ose, $2.50 


21. STAIR BUILDING 
by Gilbert Townsend 


Fully-iNustreted explenotion af every problem in de 
sign end construction of stein. $2.95 


23. PAINTING AND DECORATING CRAFTSMAN'S 
MANUAL 


Spomered by the Painting and Decorating Contrec 
tors of Amesice. $2.00 


14. ARCHITECTURAL DRAWING FOR THE BUILDING 
TRADES 
Oy Konny & McGrail 
Precticel drawing instruction for builders, comrac- 


ters, student: end drettemen. Excellent show.hew il 
lusteations. $4.00 


fp Oh —— ů UND Mp ctm m m m m P DU OU m m 


FREE with orders of $5.00 or more 
25. Modern Methods of Home Heating*—-J. L. Shank 


Stonderd heating systems ilivetrated with 17 dee piens with heating outlier. 40 photos of equipment end 
installations; 25 boiler end piping diogromt, 11 heo! less colculating tables. $.25 


*therred boshe ore our publications sold with 10-dey inspection privilege with full refund. 
AMERICAN BUILDER BOOK SERVICE, 30 Church $1., Now York 7, N. Y 


Send beets indicoted bv circled nomeroh. ! enciose $ 


, including 10€ per beet pottoge 


12345 67 89 10 !! 12 13 14 15 16 17 18 19 20 21 22 23 24 25 


«$9900990009900090909909000000009090500000009999 


Stele 9$4*49990090000000000900000090000€90009000002009 


AMERICAN BUILDER 


LOOK at the BUILDING LIBRARY in 
the APRIL 1956 AMERICAN BUILDER 


The NEW Marketing Directory and Technical Guide again proves 
why "Nobody covers American Building like the American Builder" 


CLASSIFIED DIRECTORY 
ol 
BUYING INFORMATION 


HERE'S 
WHAT YOU 


CATALOGS & SPECIFICATIONS WILL GET 


of 
~ BUILDING PRODUCTS & EQUIPMENT 


DESIGN MANUAL 
lor 
BUILDERS 


No matter what product or equipment 

ou may need for your job you can 
— the manufacturer in this big 
classified directory of building. 


ESTIMATING HANDBOOK 
for 
BUILDERS 


Advertisements in catalog form give 
specifications, installation and con- 
struction featares of the materials and 
equipment you want to buy. 


AMERICAN 


Ette %%% 0040080 Foote 


we o 


Dosign information that le found only 
in Architectural and Engineering text- 
oke presented in graphic, easily 
understood, builder language. 


Estimating charte and factor tables 
selected to give you a method of calcu. 
lating building materiale faster and 
with greater accuracy, 


Another American Builder FIRST in the Light Construction 
Field . a DIRECTORY of BUILDING for BUILDERS .. . 
edited by BUILDING MEN to provide the industry with the 
most comprehensive reference guide ever published. 


American Builder 
1956 Directory THE BUILDER'S BOOK OF KNOWLEDGE 


DECEMBER 1955 191 


AMERICAN BUILDER 


The Month Ahead 


INSIDE JOB 


If you're not ready for winter 
building outside (and you 
should be if you've read your 
October American Builder), 
think about advertising your 
services—right after Christmas 
-——as a remodeler. Don't forget 
that next year in Home Im- 
provement Year, by presidential 
proclamation, 


BACK IN BUSINESS 


American Huilder's news editor, 
Garrett Winter, will be back at 
hie old stand at The Hilton dur- 
ing the NAHB convention. His 
“Convention Daily” will be in 
your hands on opening day, 
January 22. 


SCHOOLS AND YOU 


Keep your eye peeled for news 
stories coming out of the White 
House Conference on Educa- 
tion. In many ways, as Ameri- 
can Builder has been saying all 
along in its series on Commu- 
nity Facilities, your responsi- 
bility as a development builder 
of new neighborhoods will be 
thoroughly thrashed out. (We'll 
cover the Conference thor- 
oughly in January.) 


PREFAB 


First it was prefab kitchens 
and now it's prefab bathrooms. 
We understand bathroom manu- 
facturers are just waiting for 
enough encouragement to put 
out 5x8 packages. (See our 
February prefab issue.) 


Big breaks for small builders 


A real highlight of next month’s NAHB convention 
in Chicago (January 22-26) will be the many pro- 
gram features given over to the particular prob- 
lems of small-volume builders. You won't want to 
miss the discuasions on model-home merchandising, 
FHA and VA construction requirements, small- 
business management, financing and cooperative 
land buying. Small builders and big ones alike, of 
course, will get a lot out of the large general meet- 
ings on mortgage financing, community facilities, 
land development, the economic outlook and new 
merchandising techniques. 


t^ product in January 


Between meetings and show-shopping, make sure 
your local association has put the wheels in motion 
for next year’s National Home Week Parade of 
Homes in your town. Many associations have al- 
ready formed committees for 1956. Don’t let 
January slip by without seeing to it that / re 
covered. 


12 months is a long time 


Houston, Texas, whose Fall Parade of Homes was 
à huge success, has already laid plans for a Spring 
Parade. There's another idea to talk over with your 
local association next month. 


Business and pleasure 


When you pull up stakes in Chicago next month and 
think about a few weeks of rest in Florida, think 
about resting where you can learn something: the 
new “gold coast” on the western side of the state, 
where retirement housing is booming. You can pick 
up many an idea to bring back to your own town 
for the new “vacation-now, retirement-later" kind 
of house. (American Builder for January has a 
five-page article on retirement homes.) 


The cool look of perfection 

—in these luxurious Eljer fixtures and fittings reflects your 

own insistence on quality in the homes you build 

National advertisements, such as this, tell your prospects 

about Eljer beauty and craftsmanship in dramatic fashion. Available 


from your plumbing contractor in cast iron, formed steel, and 


vitreous china. Eljer, Division of The Murray Corporation 


of America, Three Gateway Center, Pittsburgh 22, Pennsylvania. Division or rut E TI $T VÀ CORPORATION or AMERICA 


ELJER -the only name she needs to know in plumbing fixtures 


CABINET - r 
HARDWA 


RE g 
- 


The kitchen becomes the focal point 
for mutual admiration 


This center of culinary activity is the setting for the modern labor 
saving home appliances which have banished the age-old drudgery 
from the home scene 
NATIONAL Cabinet Hardware is a flattering contribution to the 
kitchen beautiful. Modern styled ornamental hinges and drawer 
pulls of gleaming chromium dressup kitchen cobinets and counters. 
In preparing meals a generous assortment of cabinets within 
finger-tip reach can save hours and needless steps in the daily 
No. 460S routine of the average homemaker 
Ornamental Note the many styles of kitchen hardware available in the 
Hinge NATIONAL line—builders of the best in hardware for over 50 years 


No. 107 Drawer Pull No. 485 Ornamental Hinge No. 217 Door and Drawer Pull 


Lal MANUFACTURING COMPANY jiu 


